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People dedicated to quality, innovation, 
value and service. 


hand tools have been made by the family- 
owned Wright Tool Company for more than 
60 years. In 1920, when the innovative C. 
Nelson Wright began selling dependable 
hand tools to mechanics from the trunk of 
his car, it was the start of what is now a 
three-story modern manufacturing facility 
equipped to supply professional users with 
the best tool technology and computerized 
services. 

Today, with a balanced market approach, 
the Wright Team concentrates on the devel- 
opment of its own Wright brand of standard 
design socket wrenches...the name Wright 
on every tool is a pledge to quality in the 
marketplace of professional hand tool users 
...for industrial, automotive, farm and fleet, 
and trade school uses. 


within the Wright Team brings a truly 
unique computerized inventory control 
center that provides the millions of tools 
in a variety of over 1,700 different items; 
keeping Wright in a leadership position on 
delivery throughout the hand tool industry. 
The Wright Team ships an average of 97 
percent complete orders within three to five 
working days from receipt of order through 
this innovative, computer-controlled in- 
ventory system. 


added to the Wright Tool is the high- 

quality 4140 alloy steel used in its manu- 
facture. The 4140 is much stronger, tougher 
and more wear-resistant than other carbon 
steels used to manufacture hand tools. The 
best steel in the world is produced in this 
country. And, on those rare occasions when 
there is a problem, the Wright Team is only 
a few miles from the mills or corporate head- 


quarters of steel makers and can resolve 
differences quickly and effectively. 
Furthermore, promptness and reliability 
in domestic steel sources are an important 
contributor to the Wright Tools. 


is the Wright Team’s most important 
product. There is the Wright Way and there 
are our competitors’ ways to serve the two 
most important customers for every tool 
our team makes. First is the Wright Tool 
distributor who needs prompt and complete 
shipment of orders to meet his customers’ 
needs, quickly and with a minimum of in- 
ventory on hand. Second is the end user for 
whom the Wright Team goes through extra 
effort and expenses to provide the highest 
quality product available in today’s 
marketplace. 

The Wright service is best in the industry 
because the atmosphere in a small, private 
company is more spirited, enthusiastic, and 


personal. In addition, there are more obvi- 
ous benefits of shorter lines of communica- 
tion, greater flexibility, less chance of con- 
fusion, quicker response, and lower overhead. 
Let the Wright Team work for you. We invite 
your review of our quality products and 
services on the following pages: 


~ 


Khel 5 past 


Richard B. Wright, President 


Wright Tool Company 

One Wright Place 
Barberton, Ohio USA 44203 
(800) 321-2902 

FAX 1-800-543-2095 

In Canada, 

call collect (216) 848-0600 
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Master Sets 


MASTER MAINTENANCE SET 
Set No. 110 - 255 Pieces 
Set No. 111 - Without Roller Cabinet and Top Chest 


Contents 


Part No. Description 
FLAT WRENCHES 
12 Pt. Metric Combination 
11-07mm 7mm 
11-08mm 8mm 
11-09mm 9mm 
11-10mm 10mm 
11-11mm 11mm 
11-12mm = =12mm 
11-18mm =. 138mm 
11-14mm 14mm 
11-15mm 15mm 
11-16mm 16mm 
11-17mm 17mm 
11-18mm 18mm 
11-19mm 19mm 


12 PT. COMBINATION 


1/4” 
5/16” 


1/4” x 5/16” 
3/8” x 7/16" 
1/2” x 9/16” 
5/8” x 11/16” 
3/4” x 13/16” 
7/8” x 15/16" 


RL CE, NEA EOI OS SBR Sie 
1/4” DRIVE SOCKETS 


& ATTACHMENTS 
6 Pt. Std. Sockets 


2006 3/16” 
2007 7/32” 
2008 1/4” 
2009 9/32” 
2010 5/16” 
2011 11/82” 
2012 3/8" 
2014 7/16” 
2016 12" 

10 Pt. Std. Sockets 
2308 1/4” 
2310 5/16” 
2312 3/8" 

6 Pt. Deep Sockets 
2508 1/4” 
2509 9/32" 
2510 5/16" 
2511 11/32” 
2512 3/8" 
2514 7/16" 
2516 1/2” 
2400 Ratchet 
2402 2” Extension 
2406 6” Extension 
2430 Bar 


Part No. 


2435 
2441 


Description 


Flex Handle 
Spinner 


3/8” DRIVE SOCKETS 
& ATTACHMENTS 
6 Pt. Std. Metric Sockets 


30-06mm 6mm 
30-07mm 7mm 
30-08mm 8mm 
30-09mm 9mm 
30-10mm 10mm 
30-11mm 11mm 
30-12mm 12mm 
30-13mm 13mm 
30-14mm 14mm 
30-15mm 15mm 
30-16mm 16mm 
30-17mm 17mm 
30-18mm 18mm 
30-19mm 19mm 
6 Pt. Std. Sockets 
3008 1/4" 
3010 5/16” 
3012 3/8” 
3014 7/16” 
3016 1/2” 
3018 9/16” 
12 Pt. Std. Sockets 
3120 5/8” 
3122 11/16” 
3124 3/4” 
3126 13/16” 
3128 7/8" 
Allen Metric Sockets W/Bits 
32-02mm 2mm 
32-02.5mm 2.5mm 
32-03mm 3mm 
32-04mm 4mm 
32-05mm 5mm 
32-06mm 6mm 
32-08mm 8mm 
32-10mm 10mm 
Allen Sockets W/Bits 
3204 1/8” 
3205 5/32” 
3206 3/16” 
3207 7/32" 
3208 1/4" 
3210 5/16” 
3212 3/8” 
6 Pt. Deep Sockets 
3512 3/8” 
3514 TLA16" 
3516 1/2” 
3518 9/16" 
3520 5/8” 
3522 11/16” 
3524 3/4” 
3526 13/16” 
6 Pt. Deep Metric Sockets 
35-06mm 6mm 
35-07mm 7mm 
35-08mm 8mm 
35-09mm 9mm 
35-10mm 10mm 
35-11mm 11mm 
35-12mm 12mm 
35-13mm 13mm 
35-14mm = 14mm 
35-15mm 15mm 
35-16mm 16mm 
35-17mm 17mm 
35-18mm 18mm 


Part No. Description 

35-19mm 19mm 

6 Pt. Flex Sockets 

3712 3/8” 

3714 7/16” 

3716 a2" 

3718 9/16” 

3720 5/8" 

3722 11/16” 

3724 3/4" 

3400 Ratchet 

3403 3” Extension 

3405 5” Extension 

3412 12” Extension 

3428 Flex Head 
Ratchet 

3438 Flex Handle 

3443 os ‘ll 

3445 Speeder 

3452 Adaptor, 
3/8" Fx 1/4” 
M 

3454 Adaptor, 
he “Rx 

3462 Screwdriver Socket 
Phillips No. 2 

3463 Screwdriver Socket 
Phillips No. 3 

3464 Screwdriver Socket 
Phillips No. 4 

3468 Screwdriver Socket 
Blade 1/4” 

3469 Screwdriver Socket 
Blade 3/8” 

3475 Universal 


1/2” DRIVE SOCKETS 
& ATTACHMENTS 
12 Pt. Std. Sockets 


4112 3/8" 

4114 7/16” 

4116 1/2" 

4118 9/16” 

4120 5/8" 

4122 11/16” 
4124 3/4" 

4126 13/16” 
4128 7/8" 

4130 15/16” 
4132 lias 

4134 1-1/16” 
4136 1-1/8” 
4140 1-1/4" 

10 Pt. Std. Sockets 

4314 7/16” 

4316 1/2” 

4318 9/16” 

4320 5/8" 

4322 11/16” 
4324 3/4" 

12 Pt. Deep Sockets 
4616 1/2” 

4618 9/16” 

4620 5/8" 

4622 11/16” 
4624 3/4” 

4626 13/16” 
4628 7/8" 

4630 15/16” 
4400 Ratchet 
4405 5” Extension 
4410 10” Extension 
4420 20” Extension 
4438 Flex Handle 
4445 Speeder 


Part No. 
4453 


4475 


Description 


Adaptor, 
1/2” F x 3/8” 
M 


Universal 


3/4” DRIVE SOCKETS 
& ATTACHMENTS 
12 Pt. Std. Sockets 


6128 
6130 
6132 


1-13/16" 


1-7/8" 
Ratchet 

8” Extension 
Flex Handle 


SERVICE TOOLS 


787 


798 


9320 
9326 
9330 
9337 
9411 
9460 to 64 


9472, 73 


9480 to 84 


9498 


9510 
9512 


9520 
9542, 44 


9550 
9554 
9556 


9565 
WT1200 


WT1210 


Miniature 
Combination 
Wrench Set, 
5/32” - 7/16", 
10 pieces 
Miniature Open 
End Wrench Set, 
7/32" - 7/16", 
8 pieces 
6" Needle Nose 
Plier 
6” Slip Joint 
Plier 
10” Arc Groove 
Joint Plier 
7” Diagonal 
Cutter Plier 
10” Adjustable 
Wrench 
Screwdrivers, 
Rd. Shank, 4”, 
6", 8", 3 pieces 
Screwdrivers, 
Phillips #2, #3, 
2 pieces 
Screwdrivers, 
Sq. Shank, 4", 
6", 10%,;3 

ieces 

ex Key Set, 
.028 - 3/8", 15 

ieces 

all Pein 
Hammer, 16 Oz. 
Soft Face 
Hammer, 12 Oz. 
Hacksaw 
Chisels, 3/8", 
5/8”, 2 pieces 
Center Punch, 
1/4” 


Pin Punch, 
3/16" 

Starter Punch, 
3/16” 


16” Pry Bar 

12 Drawer Roller 
Cabinet 

12 Drawer Chest 


Master Sets 


GENERAL MAINTENANCE SET 
Set No. 125 -— 132 Pieces 


we 


: : oe 
a : ; % 
Oy” 
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Contents 


Part No. Description Part No. Description Part No. Description 
—————— 2511 11/32” 
FLAT WRENCHES may ale 1/2” DRIVE SOCKETS 
12 Pt. Combination Wrenches 2516 142" & ATTACHMENTS 
1108 4/4" 12 Pt. Std. Sockets 
1110 5/16" 2400 Ratchet 4114 7/16" 
” 2402 2” Extension " 
1112 3/8 5 : 4116 1/2 
4114 7/16" 2406 6” Extension Att /16" 
2430 Steel Bar For Fl ’ ak 
1116 172" Candis a see 4120 5/8" 
1118 9/16” 4122 11/16” 
1120 5/8” oie aoe 4124 3/4” 
1122 11/16” poe 4126 13/16” 
1124 3/4” 4128 7/8" 
4130 15/16” 
PREG 3/8” DRIVE SOCKETS 4132 t* 
1310 1/4" x 5/16 & ATTACHMENTS 4134 1-1/16" 
1314 3/8" x 7/16" 7 ” 
y . 4136 1-1/8 
1318 1/2” x 9/16 6 Pt. Std. Sockets 4140 4-1/4" 
1322 6/8" X% 11/16" 3012 3/8" 
1326 3/4" x 13/16" 3014 7/16” 10 Pt. Std. Sockets 
3016 1/2" 4314 7/16” 
a 3018 9/16” 4316 1/2” 
‘ 431 /16" 
¥ pM a 12 Pt. Std. Sockets 43 it / 
3120 5/8” 4322 11/16” 
6 Pt. Std. Sockets 3122 11/16” 4324 3/4” 
He /4 ” 
2006 3/16 Atos eas 12 Pt. Deep Sockets 
2007 7/32” 3126 13/16 
2008 4/4” 3128 7/8” 4616 1/2” 
2009 9/32" 6 Pt. Deep Sockets pak adh 
2010 5/16” i 3 
2014 11/32” 3512 3/8 4622 11/16 
2014 7/16" 3516 1/2” 4626 13/16” 
2016 4/2" 3518 9/16” 4628 7/8” 
3520 5/8.” 4630 15/16” 
10 Pt. Std. Sockets 3522 11/16” 
” 3524 3/4” 4400 Ratchet 
2308 1/4 
2310 5/16” 3526 13/16” 4405 5” Extension 
2312 3/8" 4410 10” Extension 
3400 Ratchet 4438 Flex Handle 
6 Pt. Deep Sockets 3403 3” Extension 4445 Speeder 
2508 1/4” 3405 5” Extension 4475 Universal 
2509 9/32” 3438 Flex Handle 
2510 5/16" 3445 Speeder 
3475 Universal 


SERVICE TOOLS 


798 Miniature Open End Wrench Set, 7/32” - 7/16”, 8 Pieces 
9460 to 64 Screwdrivders, Rd. Shank, 4”, 6”, 8”, 3 Pieces 


9472, 73 Screwdriver, Phillips #2 & #3, 2 pieces 

9480 to 84 Screwdrivers, Sq. Shank, 4”, 6”, 10”, 3 Pieces 
9498 Hex Key Set, .028 - 3/8”, 15 Pieces 

9542, 44 Chisels, 3/8”, 5/8”, 2 Pieces 

9550 Center Punch, 1/4” 

9554 Pin Punch, 3/16” 

9556 Starter Punch, 3/16” 

WT22 2 Drawer Chest 


Master Sets 


MASTER MECHANICS SET 
Set No. 140 - 121 Pieces 


— 


re 


Contents 


Part No. Description Part No. Description Part No. Description 
Oo 10 Pt. Std. Sockets 3400 Ratchet 
FLAT WRENCHES 2308 1/4" 3405 5” Extension 
ne 2310 5/16” 3438 Flex Handle 
12 Pt. Combination Wrenches 9312 3/8” 3475 Universal 
1112 3/8” 
1114 7/16" 2400 Ratchet 5a ay 
1116 1/2 2406 6” Extension 1/2 DRIVE SOCKETS & 
1118 9/16 2430 Steel Bar For Flex ATTACHMENTS 
1120 5/8" Handle 
1122 41/16” 2435 Flos Hanes 12 Pt. Std. Sockets 
1124 3/4” 4114 7/16" 
1126 13/16” — ——e 4116 1/2” 
ts 3/8” DRIVE SOCKETS & 4118 9/16" 
1130 15/16 ATTACHMENTS 4120 5/8” 
4122 11/16” 
. ee ee 6 Pt. Std. Sockets 4124 3/4” 
X ” 4126 13/16” 
1318 1/2” x 9/16" 3012 ate 4128 778" 
1322 5/8" x 11/16" padi 7716 
x 3016 4/2" 4130 15/16" 
1326 3/4” x 13/16” 5018 9/16" 4132 4” 
1330 7/8” x 15/16” 4134 1-1/16” 
12 Pt. Std. Sockets 4136 4-1/8” 
3120 5/8” 4140 1-1/4” 
1/4” DRIVE SOCKETS & 3122 11/16” 
ATTACHMENTS 3124 3/4" 12 Pt. Deep Sockets 
3126 13/16" 4616 1/2" 
6 Pt. Std. Sockets 3128 7/8" 4618 9/16” 
2006 3/16” 4620 5/8” 
2007 7/32” 6 Pt. Deep Sockets 4622 11/16” 
2008 1/4” 3512 3/8” 
2009 9/32” 3514 7/16” 4624 3/4" 
2010 5/16” 3516 172” 4626 13/16” 
2011 11/32” 3518 9/16” 4628 7/8" 
2012 3/8" 3520 5/8" 4630 15/16” 
2014 7/16" 3522 11/16” 4400 Ratchet 
2016 1/2" 3524 3/4” 4405 5” Extension 
3526 13/16” 4410 10” Extension 
4438 Flex Handle 
4445 Speeder 
4475 Universal 
SERVICE TOOLS 
Part No. Description Part No. Description 
787 Miniature Combination Wrench Set, 9498 Hex Key Set, .028 - 3/8” 15 Pcs. 
5/32” x 3/16”, — 3/8” x 7/16” 9510 Ball Pein Hammer, 16 Oz. 
9320 6” Needle Nose Plier 9520 Adjustable Hacksaw 
9330 10” Arc Groove Joint Plier 9542, 44 Chisel, 3/8”, 5/8” 2 pcs. 
9337 7” Diagonal Cutter Plier 9550 Center Punch, 1/4” 
9411 10” Adjustable Wrench 9554 Pin Punch, 3/16” 
9460 to 64 Screwdrivers, Rd. Shank, 4”, 6”, 9556 Starter Punch, 3/16” 
8”, 3 pcs. 9565 16” Pry Bar 
9472 Screwdriver, Phillips #2 WT22 2 Drawer Chest 


Master Sets 


BASIC SERVICE SET 
Set No. 160 - 101 Pieces 


Contents 


Part No. Description Part No. Description Part No. Description 
FLAT WRENCHES 3/8” DRIVE SOCKETS 1/2” DRIVE SOCKETS 
salud & ATTACHMENTS & ATTACHMENTS 
12 Pt. Combination Wrenches 
{112 3/8” 6 Pt. Std. Sockets 12 Pt. Std. Sockets 
1114 7/16" 3012 3/8” 4114 7/16” 
1116 1/2” 3014 T/16" 4116 Woe 
1118 9/16" 3016 1/2" 4118 9/16” 
1120 5/8” 3018 9/16” 4120 5/8” 
1122 1s 16" 4122 11/16" 
4124 3/4" 12 Pt. Std. Sockets 4124 3/4" 
3120 5/8" 4126 13/16” 
Open End Wrenches 31292 11/16” 4128 7/8" 
1314 3/8 x 7/16” 3124 3/4" 4130 15/16” 
1318 1/2” %:9/16" 3126 13/16” 4132 4” 
1322 5/8” x 11/16” 3128 7/8” 4134 1-1/16”" 
132 3/4" x 18/16" ” 
a ‘ilies 6 Pt. Deep Sockets pes aye 
——— 3512 3/8” 
1/4” DRIVE SOCKETS . i 4400 Ratchet 
& ATTACHMENTS ‘ 4405 5” Extension 
pont rey 4438 Flex Handle 
6 Pt. Std. Sockets 3520 5/8 4475 Universal 
i 3522 11/16” 
2006 3/16 i 
, 3524 3/4 
—_ ee 3526 13/16” 
2008 1/4" 
men ae it 3400 Ratchet 
2010 5/16 5 : 
” 3405 5” Extension 
2011 11/32 
3 3438 Flex Handle 
2012 3/8 
. " 3452 Adaptor, 
2014 7/16 is a 
2016 4/2" 3/8 Fx 1/4" M 
3475 Universal 
10 Pt. Std. Sockets 
2308 1/4” 
2310 5/16” 
2312 3/8" 
2430 Steel Bar For 
Flex Handle 
2435 Flex Handle 
SERVICE TOOLS 
787 Miniature Combination Wrench Set, 5/32” x 3/16” — 3/8” x 7/16”, 10 Pcs. 
9330 10” Arc Groove Joint Plier 
9460 to 64 Screwdrivers, Rd. Shank, 4”, 6”, 8”, 3 Pcs. 
9472 Screwdriver, Phillips #2 
9498 Hex Key Set, .028 - 3/8”, 15 Pes. 
9510 Ball Pein Hammer, 16 Oz. 
9542, 44 Chisels, 3/8”, 5/8”, 2 Pcs. 
9550 Center Punch, 1/4” 
9554 Pin Punch, 3/16” 
9556 Starter Punch, 3/16” 
WT17 20” Mechanics Tool Box 


Master Sets 


APPRENTICE SET 
Set No. 170 -— 54 Pieces 


Contents 


Part No. Description Part No. Description 
es 3520 5/8” 
3522 11/16" 
FLAT WRENCHES en apa 
12 Pt. Combination Wrenches 3526 13/16" 
1112 3/8” 6 Pt. Flex Sockets 
1114 7/16 3712 3/8” 
1116 1/2" 3714 7/16" 
1118 9/16" ” 
3716 1/2 
1120 5/8” 3718 9/16” 
1122 11/16” ” 
1124 3/4" Siren 3/4 
1126 13/16” 3400 Ratchet 
1128 7/8" 3403 3” Extension 
1130 15/16" 3405 5” Extension 
3412 12” Extension 
3438 Flex Handle 


3/8” DRIVE SOCKETS 
& ATTACHMENTS 


6 Pt. Std. Sockets 


3012 3/8” 
3014 7/16” 
3016 1/2" 
3018 9/16” 
12 Pt. Std. Sockets 
3120 5/8” 
3122 11/16” 
3124 3/4" 
3126 13/16” 
3128 7/8" 

6 Pt. Deep Sockets 
3512 3/8" 
3514 7/16" 
3516 1/2" 
3518 9/16” 


3475 Universal 


SERVICE TOOLS 


9320 


9328 
9337 
9411 
9460, 64 
9472 
9510 
9512 
9542, 44 
9550 
9554 
9556 
WT17 


6” Needle Nose Plier 

8” Polished Slip Joint Plier 
7” Diagonal Cutter Plier 
10” Adjustable Wrench 
Screwdrivers, Rd. Shank, 4”, 8”, 2 Pcs. 
Screwdriver, Phillips #2 
Ball Pein Hammer, 16 Oz. 
Soft Face Hammer, 12 Oz. 
Chisels, 3/8”, 5/8”, 2 Pcs. 
Center Punch, 1/4” 

Pin Punch, 3/16” 

Starter Punch, 3/16” 

20” Mechanics Tool Box 
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Master Sets 


INDUSTRIAL MAINTENANCE SET 
Set No. 184 - 118 Pieces 
Set No. 185 - Without Roller Cabinet and Top Chest 


ENVSMs 


Contents 


Part No. Description Part No. Description Part No. Description 
3412 12” Extension 
™ 3438 Flex Handle 
FLAT WRENCHES 1/4” DRIVE SOCKETS ; ' 
+ 3475 Universal 
12 Pt. Combination Wrenches & ATTACHMENTS 
1108 1/4” 6 Pt. Std. Sockets 
1110 5/16" 2006 3/16” 1/2” DRIVE SOCKETS 
1112 3/8” 2007 7/32” & ATTACHMENTS 
1114 7/16" 2008 1/4” 
1116 4/2" 2009 9/32” 12 Pt. Std. Sockets 
1118 9/16" 2010 5/16” 4114 7/16" 
1120 5/8” 2011 11/32" 4116 172” 
1122 11/16” 2012 3/8" 4118 9/16" 
1124 3/4” 2014 7/16” 4120 5/8” 
1126 13/16” 2016 1/2” 4122 11/16” 
1128 7/8" 4124 3/4” 
2400 Ratchet i" 
1130 15/16” Bas Oe eae 4126 13/16 
1132 1 . 2406 6” Extension 4128 “8 ir 
1134 1-1/16 2435 Flex Handle pes ae 
1136 1-1/8” 2441 Spinner 4132 1” 
1140 Lah iil 2475 Universal oe aster ie" 
1152 1-5/8” 4136 1-1/8” 
4138 1-3/16” 
Flare Nut Wrenches SS a 4140 1-1/4" 
1614 3/8” x 7/16” 3/8” DRIVE SOCKETS 40 BE Deon Boek 
1618 1/2" x 9/16” & ATTACHMENTS 2 Pt. Deep Socket 
1622 5/8” x 11/16” 4624 3/4” 
i 12 Pt. Std. Sockets 4400 Ratchet 
Opan End Ivnoniohas 3112 3/8" 4402 2” Extension 
1310 1/4” x 5/16” 3114 7/16" 4405 5” Extension 
1314 3/8” x 7/16” 3116 1/2” 4410 10” Extension 
1318 1/2” x 9/16" 3118 9/16” 4438 Flex Handle 
1322 5/8” x 11/16” 3120 5/8” 4475 Universal 
1326 3/4” x 13/16” 3122 11/16” 
1330 7/8” x 15/16” 3124 3/4" 
1334 1% V1 716" 
1340 1-1/8” x 1-1/4” 3400 Ratchet 
3403 3” Extension 
3408 8” Extension 
SERVICE TOOLS 
Part No. Description Part No. Description 
798 Miniature Open End Wrench Set, 9512 Soft Face Hammer, 12 Oz. 
7/32” - 7/16", 8 Pes. 9520 Adjustable Hacksaw 
9320 6” Needle Nose Plier 9522 Moley Blades 
9333 7” Lever Jaw Wrench 9530 Feeler Gauge, .0015 to .035” and 
9337 7” Diagonal Cutter Plier .04 to .089mm 
9340 10” Snips 9560 Punch & Chisel Set, 6 Pcs. 
9410 8” Adjustable Wrench WT1200 12 Drawer Roller Cabinet 
9412 12” Adjustable Wrench WT1210 12 Drawer Chest 
9460 to 64 Screwdrivers, Rd. Shank, 4”, 6”, 
8", 3 Pcs. 
9472 Screwdriver, Phillips #2 
9505 12 Ft. Steel Tape 
9510 Ball Pein Hammer, 16 Oz. 
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Master Sets 


METRIC MECHANICS SERVICE SET 
Set No. 192 - 152 Pieces 
Set No. 193 — Without Roller Cabinet and Top Chest 


Contents 


Part No. Description Part No. Description 
32-05mm 5mm 
32-06mm 6mm 

FLAT WRENCHES 32-08mm 8mm 

12 Pt. Metric Combination $2-10mm 10mm 

Wrenches 6 Pt. Deep Metric Sockets 

11-07mm 7mm 35-06mm 6mm 

11-08mm 8mm 35-07mm 7mm 

11-09mm 9mm 35-08mm 8mm 

11-10mm 10mm 35-09mm 9mm 

11-11mm 11mm 35-10mm 10mm 

11-12mm 12mm 35-11mm 11mm 

11-138mm 13mm 35-12mm 12mm 

11-14mm 14mm 35-13mm 13mm 

11-15mm 15mm 35-14mm 14mm 

11-17mm 17mm 35-15mm 15mm 

11-19mm 19mm 35-16mm 16mm 
35-17mm 17mm 
35-18mm 18mm 

3/8” DRIVE SOCKET sean: = TSHiNG 

& ATTACHMENTS 3402 1-1/2" Extension 

j 3403 3” Extension 

6 Pt. Std. Metric Sockets 3405 5” Extension 

30-06mm 6mm ” ; 
3408 8” Extension 

30-07mm 7mm ” A 
3412 12” Extension 

30-08mm 8mm ” : 
3424 24” Extension 

30-09mm 9mm 
3428 Flex Head 
30-10mm 10mm 

30-11mm 11mm Ratenot 
3438 Flex Handle 

30-12mm = 12mm 3443 Sliding T 

30-13mm 13mm g 
3444 Torque Wrench, 

30-14mm 14mm 

Dual Range Scale 
30-15mm 15mm 
3445 Speeder 

30-16mm = 16mm 3452 Adaptor, 3/8” F x 

30-17mm 17mm 1/4" Mt 

30-18mm 18mm ” 

eo-1smm. 43mm 3454 aay 3/8” F x 

Allen Metric Sockets W/Bits 3462 to 64 Screwdriver 

32-02mm_ = _2mm Philips #2, #3 

32-02.5mm 2.5mm Big ya dilea 

32-03mm 3mm Sos 
3468, 69 Screwdriver 
32-04mm 4mm Sockets, 
Blade 1/4”, 3/8”, 
2 Pcs. 
3475 Universal 


Part No. Description 
3480 Compact Open 
Head Ratchet 
1/2” DRIVE SOCKET 
& ATTACHMENTS 
12 Pt. Std. Metric Sockets 
41-09mm 9mm 
41-10mm 10mm 
41-11mm 11mm 
41-12mm 12mm 
41-13mm 13mm 
41-14mm 14mm 
41-15mm 15mm 
41-16mm 16mm 
41-17mm 17mm 
41-18mm 18mm 
41-19mm 19mm 
41-20mm 20mm 
41-21mm 21mm 
41-22mm 22mm 
41-24mm 24mm 
41-27mm 27mm 
41-30mm 30mm 
41-32mm 32mm 
42-17mm ___ Allen Type Socket 
W/Bit, 17mm 
4402 2” Extension 
4405 5” Extension 
4410 10” Extension 
4420 20” Extension 
4438 Flex Handle 
4443 Sliding T 
4444 Torque Wrench, 
Dual Range Scale 
4445 Speeder 
4453 Adaptor, V2" FX 
3/8” M 
4475 Universal 
4480 Compact Open 
Head Ratchet 


Sa ee 
SERVICE TOOLS 


Part No. 
9020 
9320 
9321, 22 
9326 
9328 
9330, 31 


9459 to 64 


Description 


Stud Remover 

6” Needle Nose Plier 

Lineman’s Plier, 7”, 8”, 2 Pcs. 

6” Slip Joint Plier 

8” Polished Slip Joint Plier 

Arc Groove Joint Plier, 10”, 12”, 2 
Pcs. 

7” Lever Jaw Wrench 

6” Electricians Plier 

7” Diagonal Cutter Plier 

10” Snips 

Adjustable Wrench, 6”, 8”, 10”, 12” 
4 Pcs. 

10” Lever Jaw Wrench 

10” Pipe Wrench 

Stubby Screwdriver, Rd. Shank 
Screwdrivers, Rd.Shank, 3”, 4”, 6”, 
8”, 4 Pcs. 


Part No. 


9470 
9471 to 74 


9480 to 84 
9491 


9493 
9509 to 11 


WT1200 
WT1210 


Description 


Stubby Screwdriver, Phillips #2 
Screwdrivers, Phillips #1, #2, #3, 
#4, 4 Pcs. 

Screwdrivers, Sq. Shank, 4”, 6”, 
10”, 3 Pes. 

Scraper 

Scratch Brush 

Ball Pein Hammers, 8 Oz., 16 Oz., 
240z., 3 Pcs. 

Soft Face Hammer, 12 Oz. 
Adjustable Hacksaw 

Retractable Utility Knife 

Feeler Gauge 
Magnetic Pick-U 
Punch & Chisel 
16” Pry Bar 
Screw Extractor Set, 5 Pcs. 
12 Drawer Roller Cabinet 
12 Drawer Chest 


Tool 
et, 6 Pcs. 
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Master Sets 


METRIC MASTER SERVICE SET 
Set No. 196 - 104 Pieces 
Set No. 197 - Without Top Chest 


Contents 


Part No. Description Part No. Description Part No. Description 

6 Pt. Deep Metric Sockets 41-27mm 27mm 

: 41-30mm 30mm 

FLAT WRENCHES ape 2am iene wen 
12 Pt. Metric Combination 35-08mm 8mm 4400 Ratchet 
Wrenches 35-09mm 9mm 4405 5” Extension 
11-09mm 9mm 35-10mm 10mm 4410 10” Extension 
11-10mm 10mm 35-11mm 11mm 4438 Flex Handle 
11-11mm 11mm 35-12mm 12mm 4445 Speeder 
11-12mm 12mm 35-13mm 13mm 4475 Universal 
11-13mm 13mm 35-14mm 14mm 
11-14mm 14mm 35-15mm 15mm 
11-15mm 15mm 35-16mm 16mm 
41-16mm 46mm 35-17mm 17mm 
11-17mm 17mm 35-18mm 18mm 
11-19mm 19mm 3400 Ratchet 
11-20mm 20mm 3405 5” Extension 
11-21mm 21mm 3438 Flex Handle 
11-22mm 22mm 3475 Universal 
11-23mm 23mm 


1/2” DRIVE SOCKETS 
& ATTACHMENTS 


3/8" DRIVE SOCKETS 


& ATTACHMENTS 12 Pt. Std. Metric Sockets 
6 Pt. Std. Metric Sockets a Oe 
i) 30-06mm 6mm 41-11mm 14mm 
30-07mm 7mm 41-12mm 12mm 
30-08mm 8mm 41-13mm 13mm 
30-09mm 9mm 41-14mm 14mm 
30-10mm 10mm 41-15mm 15mm 
30-11mm 11mm 41-16mm 16mm 
30-12mm 12mm 41-17mm 17mm 
30-13mm 13mm 41-18mm 18mm 
30-14mm 14mm 41-19mm 19mm 
30-15mm 15mm 41-20mm 20mm 
30-16mm 16mm 41-21mm 21mm 
30-17mm 17mm 41-22mm 22mm 
30-18mm 18mm 41-24mm 24mm 
i. 30-19mm 19mm 
a , 
SERVICE TOOLS 
9320 6” Needle Nose Plier 
9330 10” Arc Groove Joint Plier 
9337 7” Diagonal Cutter Plier 
9411 10” Adjustable Wrench 
9460 to 64 Screwdrivers, Rd. Shank, 4”, 6”, 8”, 3 Pcs. 
9472 Screwdriver, Phillips #2 
9498 Hex Key Set, .028 - 3/8”, 15 Pcs. 
9510 Ball Pein Hammer, 16 Oz. 
9520 Adjustable Hacksaw 
9542, 44 Chisels, 3/8”, 5/8”, 2 Pcs. 
9550 Center Punch, 1/4” 
9554 Pin Punch, 3/16” 
9556 Starter Punch, 3/16” 
9565 16” Pry Bar 
WT1210 12 Drawer Chest 


Master Sets 


METRIC APPRENTICE SET 
Set No. 198 -— 69 Pieces 


senseeenesstitgy 
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Contents 


Part No. Description Part No. Description 
FLAT WRENCHES 1/2” DRIVE SOCKETS 
12 Pt. Metric Combination & ATTACHMENTS 
Wrenches 12 Pt. Std. Metric Sockets 
11-09mm 9mm 41-09mm 9mm 
11-10mm 10mm 41-10mm 10mm 
11-11mm 11mm 41-11mm 11mm 
11-12mm 12mm 41-12mm 12mm 
11-138mm 13mm 41-13mm 13mm 
11-14mm 14mm 41-14mm 14mm 
11-15mm 15mm 41-15mm 15mm 
11-16mm 16mm 41-16mm 16mm 
11-17mm 17mm 41-17mm 17mm 
11-18mm 18mm 41-18mm 18mm 
11-19mm 19mm 41-19mm 19mm 
11-20mm 20mm 41-20mm 20mm 
11-21mm 21mm 41-21mm 21mm 
11-22mm 22mm 41-22mm 22mm 
41-24mm 24mm 
ee OO 41-27mm 27mm 
3/8” DRIVE SOCKETS ea ore 
& ATTACHMENTS boii oe 
; 4400 Ratchet 

6 Pt. Std. Metric Sockets 4405 5” Extension 
30-06mm 6mm 4438 Flex Handle 
30-07mm 7mm 4475 Universal 
30-08mm 8mm 

* 30-09mm 9mm 
30-10mm 10mm 
30-11mm 11mm 
30-12mm 12mm 
30-13mm 13mm 
30-14mm 14mm 
30-15mm 15mm 
30-16mm 16mm 
30-17mm 17mm 
30-18mm 18mm 
30-19mm 19mm 
3400 Ratchet 
3405 5” Extension 


SERVICE TOOLS 


9328 8” Polished Slip Joint Plier 

9498 Hex Key Set, .028 - 3/8”, 15 Pcs. 
WT52 19” Tool Box 

252 Clip Rail 
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Allied Sets 


1/4” Drive Socket Set No. A21 - 14 Pieces 


Ideal for small engine tune up and general 
home use. Includes nine regular length, 6 pt. 
sockets (3/16”, 7/32”, 1/4”, 9/32”, 5/16”, 
11/32”, 3/8”, 7/16", 1/2”), ratchet, two 
extensions (3” & 6”), spinner handle and 
metal box. 


3/8” Drive Socket Set No. A31 - 14 Pieces 


The perfect set for auto repair and home use. 
Nine 12 pt. sockets (3/8”, 7/16”, 1/2”, 9/ 
16”, 5/8", 11/16",.3/4", 13/16", 7/8"), 5/8" 
spark plug socket, two extensions (3” & 5”), 
ratchet and metal box. 


1/4” and 3/8” Drive Socket Set No. A33 — 26 Pieces 


1/4” Drive Includes: nine 6 pt. sockets 
(3/16”, 7/32”, 1/4”, 9/32”, 5/16”, 11/32”, 
3/8”, 7/16”, 1/2”), 3” extension and spinner. 
3/8” Drive Includes: nine 12 pt. sockets 
(3/8", 7/16”, 1/2”, 9/16", 5/8”, 11/16”, 
3/4”, 13/16”, 7/8”), 2 extensions (3” & 5”), 
5/8” spark plug socket, adaptor 3/8” F x 
1/4” M, ratchet and metal box. 
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Allied Sets 


3/8” Drive Socket Set No. A34 - 24 Pieces 
A complete set with regular and deep sockets. 

Nine 12 pt. standard sockets (3/8”, 7/16”, 

1/2”, 9/16”, 5/8”, 11/16", 3/4”, 13/16”, 

7/8"). Eight 12 pt. deep sockets (3/8”, 7/16”, 

1/2”, 9/16”, 5/8”, 11/16”, 3/4”, 13/16”), two 

spark plug sockets (5/8” & 13/16”), three 

extensions (3”, 5” & 6”), ratchet and metal 

box. 


1/2” Drive Socket Set No. A41 - 14 Pieces 
For heavier jobs. Includes ten 12 pt. sockets 
(7/16", 1/2", 9/16", 5/8", 11/16", 3/4”, 
13/16”, 7/8”, 15/16”, 1”), two extensions (5” 
& 10”), ratchet and metal box. 


WRIGHT ALLIED SETS ARE MANUFACTURED 
IN THE UNITED STATES FOR WRIGHT TOOL. 
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Today's Finest Tools 
Come From Wright 


Wright Tools are built on a 60-year heritage 


of strength, dependability, and innovation to 
ensure their lasting performance and service 


excellence. Consider these valuable 
features: 


Wright Ratchets 


Standard Series 400 


This amazing ratchet was pulled and ratcheted 1-1/3 
million times without measurable wear. After the 
test, it passed all specifications, including load car- 
rying capacity for a new ratchet. 


¢ Made of tough 4140 alloy steel, harder to forge, 
harder to machine, much more controllable to the 
correct hardening. All of this provides more durable 
and precise parts. 

e The shortest arc or handle swing and the smallest 
practical size head to give you the best of all condi- 
tions in tight places. 


¢ Cushion grip handles of nitrile are more comfortable 


to use and are safe in most solvents and greases. 


¢ Close tolerances provide little space for dirt, the 
worst enemy of ratchets. 

e An easily replaced center assembly doubles the life 
of the ratchet. Our ratchet lasts longer than others 
before renewal is necessary. 

° The ratcheting drag is just the right compromise, 
providing enough torque to prevent dirt from stop- 
ping the ratcheting action but not too much to make 
it necessary to hold the socket to make it ratchet. 


Qe 
Steg, coR® 


yg 
Wright Sockets 


e Made of hot forged 4140 alloy steel for toughness 
and dependability. 


e Larger sizes are hot extruded for even greater 
strength. 


e Precise atmospheric controlled heat treating. 
¢ Drilled lock holes for positive holding. 
¢ Chamfered drive and fastener openings. 


Wright Wrenches 


e Made of hot forged 4140 alloy steel and fully hard- 
ened for extra strength and long wear. 

e Unique V-Notch open end fits four sides of nut to 
turn even rounded-corner hex nuts better. 

e Edges are rounded for pulling hard with comfort. 


Industrial and commercial products usually exceed 
government specifications. This does not mean a 
cataloged product always conforms to the current 
government specification. We will be happy to quote 
or advise you on your specific requirements in these 
areas. We recommend you inquire prior to bidding to 
any specification. 


Wrench Sets 


COMBINATION SET NO. 705 -— 7 PIECES 
12 Pt. Combination Wrenches 


Part No. Description 

1108 1/4” 

1110 6/16" 

1112 3/8” 

1114 TAS" 

1116 1/2” 

1118 9/16” 

1120 5/8” 

707R Denim Tool Roll 


COMBINATION SET NO. 707 - 7 PIECES 
12 Pt. Combination Wrenches 


Part No. Description 

1112 3/8” 

1114 7/16" 

1116 We: 

1118 9/16" 

1120 5/8” 

1122 11/16” 

1124 3/4” 

707R Denim Tool Roll 


Part No. 


1112 
1114 
1116 
1118 
1120 
1122 
1124 
1126 
1128 
1130 
1132 
707R 


Part No. 


1108 
1110 
W112 
1114 
1116 
1118 
1120 
1122 
1124 
1126 
1128 
1130 
1132 
1134 
714R 
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Description 


3/8” 
7/16" 
1/2” 
9/16” 
5/8" 
WAG” 
3/4” 
13/16” 
1/8" 
15/16” 
4” 
Denim Tool Roll 


Description 


1/4” 
5/16” 
3/8” 
7/16” 
1/2” 
9/16” 
5/8” 
11/16” 


1-1/16” 
Denim Tool Roll 


Part No. Description 
1112 3/8” 
1114 7/16” 
1116 12” 
1118 9/16” 
1120 5/8” 
1122 11/16” 
1124 of 4* 
1126 13/16” 
1128 7/8" 
1130 15/16” 
1132 pl 

1134 1-1/16” 
1136 1-1/8” 
1140 1-1/4” 
714R Denim Tool Roll 
Part No. Description 
11-07 mm 7mm 
11-08 mm 8mm 
11-09 mm 9mm 


11-10 mm 10mm 
11-11 mm 11mm 
11-12 mm 12mm 
11-138 mm 13mm 
11-14 mm 14mm 
11-15 mm 15mm 
11-17 mm 17mm 
11-19 mm 19mm 
711R Denim Tool Roll 


LE PS Sg ES SIS ET TIN a TT OAT SNE SOI ALTE IE ILL DAY SILA ELL BIL EE LEEDS ELI LID LE IEE LILLIA 


Part No. Description 


11-09 mm 9mm 
11-10 mm 10mm 
11-11 mm 11mm 
11-12 mm 12mm 
11-13 mm 13mm 
11-14 mm 14mm 
11-15 mm 15mm 
11-16 mm 16mm 
11-17 mm 17mm 
11-18 mm 18mm 
11-19 mm 19mm 


711R Denim Tool Roll 
Part No. Description 
1512 3/8” 
1514 7/16” 
1516 1/2," 
1518 9/16” 
1520 5/8” 
1522 11/16” 
1524 3/4” 
707R Denim Tool Roll 
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Part No. Description 
1212 3/8" 
1214 TAG" 
1216 Wf2” 
1218 9/16” 
1220 5/8” 
1222 11/16" 
1224 3/4” 
707R Denim Tool Roll 
Part No. Description 
1212 3/8” 
1214 7/16" 
1216 1/2” 
1218 9/16” 
1220 5/8” 
1222 11/16” 
1224 3/4” 
1226 13/16” 
1228 7/8" 
1230 15/16" 
1232 iu 

1234 1-1/16” 
1236 1-1/8” 
1240 1-1/4” 


714R Denim Tool Roll 


Wrench Sets 


COMBINATION SET NO. 787 - 10 PIECES 
Miniature Combination Wrench Set 


Part No. Description 


Set No. 787 5/32” x 3/16” 
3/16” x 5/32” 
13/64” x 7/32” 
7/32” x 15/64” 
15/64” x 1/4” 
1/4” x 9/32” 
9/32” x 5/16” 
5/16” x 11/32” 
11/32” x 3/8” 
3/8” x 7/16" 


Supplied in Plastic Pouch 


WRIGHT V-NOTCH MOST OTHER BRANDS 


Wrench fits four sides 
of nut. Turns rounded 
corner hex nuts better. 


Wrench grips two 
sides of nut. 


Wright wrenches combine features mechanics want . .. V-Notch open-ends ... comfortable grip .. . better feel. 
New style convex design — the professional choice. Edges are rounded for pulling hard with comfort. Hot 
forged and fully hardened for extra strength and long wear. 
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Part No. Description 

1310 1/4” x 5/16” 
1314 3/8” x 7/16” 
1318 1/2” x 9/16" 
1322 5/8” x 11/16" 
1326 3/4” x 13/16” 
1330 7/8" % 15/16" 
736R Denim Tool Roll 
Part No. Description 

1314 3/8” x 7/16" 
1318 Ww2” % 9/16" 
1322 5/8 x 11/16” 
1326 3/4” x 13/16” 
1330 7/8” x 15/16” 
1334 1” x 1-1/16” 
1340 1-1/8” x 1-1/4” 


737R Denim Tool Roll 


Part No. 


1614 
1618 
1622 
743R 


Part No. 
Set No. 798 
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Wrench Sets 


FLARE NUT SET NO. 743 - 3 PIECES 
Flare Nut Wrenches 


Description 


3/8” x 7/16” 
1/2” x 9/16” 
5/8” x 11/16” 
Denim Tool Roll 


MINIATURE OPEN-END SET NO. 798 - 8 PIECES 
Miniature Open End Wrench Set 


Description 


Miniature Open 
End Wrench Set 
7/32” x 7/32" 
15/64” x 15/64” 
1/4” x 1/4” 
9/32” x 9/32” 
5/16” x 5/16” 
11/32" x 1/382" 
3/8” x 3/8” 
TAG? x 7/16" 


Supplied in Plastic Pouch 


Ratcheting Box Wrenches 
Part No. Description 


9441 1/4” x 5/16” 
9442 3/8” x 7/16” 
9443 1/2” x 9/16” 
9444 5/8” x 11/16” 
9445 3/4" x 7/8" 
735R Denim Tool Roll 


: 
: 
: 
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4 
t 
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Ratcheting Box Wrenches 
Part No. Description 


9441 1/4” x 5/16” 
9442 3/8” x 7/16” 
9443 1/2” x 9/16" 


743R Denim Tool Roll 


Combination Wrenches 


COMBINATION WRENCHES - ri i. ~. 


12 PT. FLAT STEM AND 
ROUND STEM (not illustrated) 
1100 SERIES 


Part No. Descrip. Part No. Descrip. A 
PART NOM. 
FLAT STEM , _ NO. SIZE L c B D E F* 
1108 1/4” 1130 15/16” 
1110 5/16” 4192 «(1" FLAT STEM 
1112 3/8” 1134 1-1/16” 1108 1/4 5 529 3/16 140 220 — 
1114. 7/16” 1136 1-1/8” 1110 5/16 5-7/16 ‘658 «1/4 165 230 — 
1116 1/2” 1140 1-1/4” 1112 3/8 5-29/32 830 5/16 195 240 — 
1118 9/16” 1142 1-5/16”" 1114 7/16 6-9/16 ‘948 3/8 210 .250 — 
1120 5/8” 1144 1-3/8” 1116 1/2 7-3/16 1.056 7/16 .240 .290 — 
1122 11/16" 1146 1-7/16" 1118 9/16 7-31/32 1.191 15/32 .260 310 — 
1124 3/4” 1148 1-1/2” 1120 5/8 8-15/32 1.354 1/2 285 .360 — 
1126 13/16" 1152 1-5/8” 1122 11/16 9-1/8 1.465 9/16 .300. .371 a 
1128 7/8” 1124 3/4 9-3/4 1.563 5/8 330  .401 ims 
1126 13/16 10-9/32 1.716 11/16 355 440 — 
ROUND STEM 1128 7/8 11-7/32 1.808 3/4 373 ~.460 — 
*1154 1-11/16” *1168 2-1/8” 1130 15/16 12-1/32 2010 13/16 .412 510 — 
*4456 1-3/4"  *1170 2-3/16” 1132 1 13-1/32 2.041 27/32 430 530 — 
*4158 1-13/16" *1172 2-1/4” 1134 1-1/16 14-1/32 2175 7/8 ‘440 560 — 
*1160 1-7/8"  *1176 2-3/8” 1136 1-1/8 14-31/32 2385 29/32 500 640 — 
*1164 2” *4180 2-1/2” 1140 1-1/4 16 2525 31/32 500 650 — 
*4166 2-1/16” 1142 1-5/16 19 a 2.660 1-9/64 ‘540 730 a= 
ne 20 1144 1-3/8 A ‘865 1-7 ‘600 .800 — 
io. 1146 1-7/16 20-1/2 2865 1-1/4 ‘600 ‘800 — 
1148 1-1/2 22 3166 1-5/16 630 .900 — 
Z 1152 1-5/8 22 3166 1-13/32 630 900 — 
> £* ROUND STEM (not illustrated) 
= 1154 1-11/16 23 1-15/16 3-1/2 3/4 15/16 1-1/8 
1156 1-3/4 25 2-1/16 3-3/4 13/16 1/4 
1158 1-13/16 25 9-3/32 3-3/4 13/16 1 1-1/4 
1160 1-7/8 28 9-3/16 4-1/16 7/8  1-1/16 1-1/4 
1164 2 28 9-5/16 4-1/16 7/8  1-1/16 1-1/4 
HE 200 Bang S14 25 tte tari te 
sce 68 2-1/8 -3/1 1/4 4-7/16 15/16 1-5/16 1-1/4 
F" dimensions equal diameter of round stem. 1170 2-3/16 30-3/16 2-1/4 4-1/2 15/16 1-5/16 1-1/4 
1172 2-1/4 30-5/8 2-1/4 41/2 1-1/32 1-9/16 1-1/4 
1176 2-3/8 30-3/4 2-1/4 4-1/2 1-1/32 1-9/16 1-1/4 
1180 2-1/2 30-3/4 2-1/4 4-1/2 1-1/32 1-9/16 1-1/4 


METRIC COMBINATION 
WRENCHES 


Part No. Descrip. Part No. Descrip. 


11-06mm 6mm 11-16mm 16mm 
11-07mm 7mm 11-17mm 17mm 
11-08mm 8mm 11-18mm 18mm 
11-09mm 9mm 1-19mm 19mm 


{ 
11-10mm 10mm 11-20mm 20mm 
11-11mm 11mm 11-21mm 21mm 
11-12mm 12mm 11-22mm 22mm 
11-183mm 13mm 11-23mm 23mm 
11-14mm 14mm 11-24mm 24mm 
11-15mm 15mm 

4. = 
wt . ~ 


24mm 24mm 12-1/32 2.070 13/16 .412 .510 
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Combination Wrenches 


FULL POLISH COMBINATION WRENCHES - 12 PT. 
1200 SERIES 


Part No. Description 
1210 5/16” 


1212 3/8" 

1214 7/16" 

1216 172° 

1218 9/16” 

1220 5/8” 

1222 11/16” DIMENSIONS 

1224 3/4” 

1226 13/16” A 

1228 7/8" PART NOM. 

41230 15/16” NO. SIZE L Cc B D E 

1232 1” 1210 5/16 5-7/16 .658 1/4 165 .230 

1234 1-1/16” 1212 3/8 5-29/32 830 5/16 195 .240 
, 1236 1-1/8” 1214 7/16 6-9/16 .948 3/8 210 .250 

1240 1-1/4” 1216 1/2 7-3/16 1.056 7/16 .240 .290 


1218 9/16 7-31/32 1.191 15/32 .260 .310 
1220 85/8 8-15/32 1.354 1/2 -285 .360 
1222 11/16 9-1/8 1.465 9/16 .300 .371 
1224 3/4 9-3/4 1.563 5/8 330.401 
1226 «613/16 10-9/32 1.716 11/16 .355 .440 
1228 87/8 11-7/32 1.808 3/4 373 =.460 
1230) =©15/16 = 12-1/32 2.010 13/16 .412 .510 
1232 1 13-1/32 2.041 27/32 .430 .530 
1234 9=61-1/16 14-1/32 2.175 7/8 -440 .560 
1236 =1-1/8 14-31/32 2.385 29/32 .500 .640 
1240 3=1-1/4 16 2.525 31/32 .500 .650 


FULL POLISH COMBINATION WRENCHES - 6 PT. 


Part No. Description 
1512 3/8" 
1514 TLIG” 
1516 ne” 
1518 9/16” 
1520 5/8” 
1522 11/16” 
1524 3/4” 
} DIMENSIONS 
A 
PART NOM. 
NO. SIZE L Cc B D E 
1512 3/8 5-29/32 830 5/16 195 .240 
1514 7/16 6-9/16 948 3/8 .210 .250 


1516 1/2 7-3/16 1.056 7/16 .240 .290 
1518 9/16 7-31/32 1.191 15/32 .260 .310 
1520 85/8 8-15/32 1.354 1/2 .285 .360 
1522 11/16 9-1/8 1.465 9/16 .300 .371 
1524 3/4 9-3/4 1.563 5/8 .330 .401 
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Combination Wrenches 


BLACK COMBINATION 
WRENCHES - 12 PT. 


Part No. Description Part No. Description 

31108 1/4” 31132 1” 

31110 5/16” 31134 1-1/16" 

31112 3/8” 31136 1-1/8” 

31114 7/16" 31140 1-1/4" DIMENSIONS 

31116 1/2" 31142 1-5/16" _— es 

31118 9/16” 31144 1-3/8” - 

31120 5/8” 31146 —-1-7/16" Nc: — F . 8 yh hU 

31122 44/16" 31148 4.4/2" 31108 1/4 5 529 3/16 140 .220 

31124 3/4" 31152 1-5/8” 31110 5/16 5-7/16 658 1/4 165 = .230 

31126 13/16” 31112 3/8 5-29/32 830 5/16 195 .240 

31128 7/8” 31114 7/16 6-9/16 948 3/8 .210 .250 

31130 15/16” 31116 1/2 7-3/16 1.056 7/16 .240 .290 

31118 9/16 7-31/32 1.191 15/32 .260 .310 

5/8 8-15/32 1.354 1/2 .285 .360 
11/16 9-1/8 1.465 9/16 300.371 
3/4 9-3/4 1.563 5/8 .330 =.401 
13/16 10-9/32 1.716 11/16 .355 .440 
7/8 11-7/32 1.808 3/4 .373  .460 
15/16 12-1/32 2.010 13/16 .412 .510 
1 13-1/32 2.041 27/32 .430  .530 
1-1/16 14-1/32 2.175 7/8 440 .560 
1-1/8 14-31/32 2.385 29/32 .500 .640 
1-1/4 16 2.525 31/32 .500 .650 
1-5/16 19 2.660 1-9/64 .540 .730 


1-3/8 20-1/2 2.865 1-7/32 .600 .800 
1-7/16 20-1/2 2.865 1-1/4 .600 .800 
1-1/2 22 3.166 1-5/16 .630 .900 
1-5/8 22 3.166 1-13/32 .630 .900 


BLACK METRIC 
COMBINATION WRENCHS - 12 PT. 


Part No. Description Part No. Description 

41106 6mm 41116 16mm 

41107 7mm 41117 17mm 

41108 8mm 41118 18mm DIMENSIONS 

41109 9mm 41119 19mm oie ine 

41110 10mm 41120 20mm : 

41111 41mm 41121 21mm ie — : “ . ” . 

41112 412mm 41122 22mm 41106mm 6mm 5 529 3/16 140 .220 

41113 13mm 41123 23mm 41107mm 7mm 5 529 3/16 .140 .220 

41114 14mm 41124 24mm 41108mm 8mm _ 5-7/16 658 1/4 165 .230 

41115 45mm 41109mm 9mm _ 5-29/32 830 5/16 195 .240 
41110mm 10mm_ 6-1/4 865 3/8 .204 .245 
411141mm 11mm_ 6-9/16 .948 3/8 .210 .250 


41112mm 12mm _ 6-27/32 1.017 7/16 .230 .270 
411138mm 13mm _ 7-3/16 1.056 7/16 .240 .290 
41114mm 14mm _ 7-31/32 1.191 7/16 .260 .310 
41115mm 15mm = 8-15/32 1.354 1/2 .285 .360 
41116mm 16mm_ 8-15/32 1.410 17/32 .285 .360 
41117mm 17mm_ 9-1/8 1.405 9/16 .300 .371 
41118mm 18mm_ 9-1/8 1.5384 19/32 .300 .371 
41119mm 19mm 9-3/4 1.563 5/8 .330 .401 
41120mm 20mm 9-25/32 1.640 21/32 .343 .420 
41121mm 21mm 10-9/32 1.716 11/16 .355 .440 
41122mm 22mm 11-7/32 1.808 3/4 .373 .460 
41123mm 23mm_ 11-5/8 1.891 25/32 .382 .485 
41124mm 24mm 12-1/32 2.070 13/16 .412 .510 
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aa 


Open End Wrenches 


OPEN END WRENCHES 


Part No. Description 
1310 1/4” x 5/16” " 
1314 3/8" X% 7/16" : 
1318 1/2” x 9/16" — 
1322 5/8” x 11/16” _ WRIGHT 
1326 3/4" x 18/16" : 
1330 7/8" x 15/16” - 
1334 1" x 1-1/16" 
1340 1-1/8” x 1-1/4” DIMENSIONS 
fs SMALL OPEN END LARGE OPEN END 
| HEAD HEAD 
¥ af 18: NOM. OPENING HEAD THICK- OPENING HEAD THICK- OVERALL 
PART SIZE DEPTH WIDTH NESS DEPTH WIDTH NESS’ LENGTH 
m a NO. A B c D B c D L 
eee 1310 1/4x5/16 3/16 530 140 1/4 685 152 3-3/4 
Tr a 1314 3/8x7/16 5/16 843 195 3/8 937 210 44/2 
1318 1/2x9/16 7/16 1.062 240 7/16 1.187  .260 5-3/4 
1322 5/8x11/16 1/2 1343 285 9/16 1.468 — .300 7-1/4 
1326 3/4x13/16 5/8 1562 330 11/16 1.718  .355 9-1/4 
1330 7/8x15/16 3/4 1.812 373 13/16 1.968  .390 11-1/4 
1334 1x1-1/16 27/32 2.031 .430 7/8 2.187  .440 13-3/8 


1340 1-1/8 x 1-1/4 29/32 2.343 480 31/32 2.500 .500 15-1/2 


BLACK OPEN END WRENCHES 


Part No. Description 
31310 1/4” x 5/16" 
31314 3/8” x 7/16" Pde 
31318 te” X 9716" 
31322 5/8" X 11/16" 
31326 3/4” x 13/16" 
31330 7/8” x 15/16” DIMENSIONS 
31334 1" x 1-1/16" SMALL OPEN END LARGE OPEN END 
31340 1-1/8" x 1-1/4" a seo 
NOM. OPENING HEAD THICK- OPENING HEAD THICK- OVERALL 


PART SIZE DEPTH WIDTH NESS DEPTH WIDTH NESS- LENGTH 


je 
ea ml ‘ze NO. A B c D B c D L 
31310 1/4x5/16 3/16 530 140 = 1/4 685 152 3-3/4 
© 31314 3/8x7/16 5/16 843 195 3/8 937.210 = 4-1/2 
“oz 


31318 1/2 x 9/16 7/16 1.062 .240 7/16 1.187 .260 5-3/4 


= 31322 5/8x11/16 1/2 1.343 .285 9/16 1.468 .300 7-1/4 
ad 31326 3/4x 13/16 5/8 1.562 330 11/16 1.718 355 9-1/4 
31330 7/8x 15/16 3/4 1.812 373 13/16 1.968 .390 11-1/4 
31334 1 x 1-1/16 27/32 2.031 .430 7/8 2.187 -440 13-3/8 
31340 1-1/8x 1-1/4 29/32 2.343 48 31/32 2.500 500 15-1/2 
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Box End Wrenches 


12 PT. BOX END WRENCHES, 
45 DEGREE DOUBLE OFFSET 


Part No. Description = 
1664 3/8” x 7/16" wn) —— ™ 
1668 1/2” x 9/16" ws OM 5 ¢ . 
1672 5/8” x 11/16” Ss 
1678 3/4" x 7/8" 
1680 7/8" x 15/16” DIMENSIONS 
A 
PART NOM. 
NO. SIZE B B-1 Cc C-1 £ 


1664 3/8x 7/16 19/32 17/32 9/32 9/32 6-15/32 
1668 1/2x 9/16 29/32 25/32 =3/8 3/8 8-7/8 
1672 5/8x 11/16 1-3/32 1 13/32 3/8 10-5/8 
1678 3/4x7/8 1-3/8 1-7/32 1/2 7/16 13 
1680 7/8 x 15/16 1-13/32 1-11/32 9/16 17/32 14-1/2 


{LO 
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are Nut Wrenches 


FLARE NUT WRENCHES 6 PT. 


Part No. Description 

1614 3/8" x 7/16" 
1618 12" X97 16" 
1622 5/8” x 11/16” 


A B Cc D E 
3/8 6-1/4 51/64 5/16 7/32 
7/16 7/8 11/32 9/32 
1/2 7-1/2 31/32 3/8 11/32 


“B” O.A.L. AFTER BENDING j 9/16 1-1/16 7/16 13/32 
5/8 8-1/2 1-7/64 7/16 15/32 
11/16 1-15/64 1/2 17/32 


METRIC FLARE NUT WRENCHES 6 PT. 


Part No. Description 


16-11mm 9x 11mm 
16-12mm 10 x 12mm 
16-14mm 13 x 14mm 
16-17mm 15 x 17mm 
16-21mm 19 x 21mm 


Sans 


DIMENSIONS 
NOM. 
SIZE 
A B os D E 
) 9mm  4-13/16 27/32 3/8 15/64 
14mm 15/16 13/32 9/32 
10mm 5-5/16 29/32 13/32 15/64 
12mm 1 13/32 9/32 
: 16-14mm 13mm 5-29/32 1-1/16 7/16 23/64 
“B" O.AL. AFTER BENDING 1 14mm 1-1/32 7/16 25/64 
16-17mm 15mm 6-11/16 1-1/8 7/16 27/64 
17mm 1-1/4. 17/32 31/64 
16-21mm 19mm 7-1/2 1-3/8 9/16 9/16 
21mm 1-1/2 9/16 5/8 


BLACK FLARE NUT WRENCHES 6 PT. 


) Part No. Description 
31614 3/8” x 7/16” SAUTER eae? a 
31618 1/2” x 9/16” SERA EG 
31622 5/8” x 11/16” 
DIMENSIONS 
NOM. 
PART SIZE 
oe ? NO. A B Cc D E 
= = 31614 3/8 6-1/4 51/64 5/16 7/32 
7/16 7/8 11/32 9/32 
31618 1/2 7-1/2 31/32 3/8 11/32 
9/16 1-1/16 7/16 13/32 
“Br OAL. AFTER BENDING 31622 5/8 8-1/2 1-7/64 7/16 15/32 


11/16 1-15/64 1/2 17/32 


Service Wrenches 


] SERVICE WRENCHES, 


i 30 DEGREE ANGLE N\ 

| Part No. Description ©. WRIGHT U.S.A.1428 7/8 : ine 
| 1424 3/4" 

| 1426 13/16” ™ 

q 1428 7/8" 

| 1430 15/16” 

1432 1* DIMENSIONS 

i 1434 1-1/16” A 

! 1436 1-178" NO. SIZE B c L 

| pe leat 1424 3/4 111/16 1/4 6-1/4 
| 4442 1-5/16" 1426 13/16 1-11/16 1/4 6-1/4 
| 4444 4-3/8" 1428 7/8 1-11/16 1/4 6-1/4 
t 1446 4-7/16" 1430 15/16 1-7/8 1/4 6-7/8 
i 4448 4-4/2" 1432 1 1-7/8 1/4 6-7/8 
i 4450 4-9/16" 1434 1-1/16 1-7/8 1/4 6-7/8 
i 1456 4-3/4" 1438 1-3/16 2-1/16 1/4 7 

q 1458 1-13/16" 1440 1-1/4 2-1/16 1/4 7 

| 4460 4-7/8" 1442 1-5/16 2-1/2 9/32 7-5/8 
i 1462 1-15/16” 1444 1-3/8 2-1/2 9/32 7-5/8 
i 4464 9” 1446 1-7/16 2-1/2 9/32 7-5/8 
] 4468 9-1/8" 1448 1-1/2 2-1/2 9/32 7-5/8 
| 4472 9-4/4" 1450 1-9/16 2-5/8 9/32 7-5/8 
i 1452 1-5/8 2-5/8 9/32 7-5/8 


3-1/8 5/16 8-1/2 
3-1/8 5/16 8-1/2 
3-1/8 5/16 8-1/2 
3-1/8 5/16 8-1/2 
3-1/2 5/16 8-1/2 
3-1/2 5/16 8-1/2 
3-1/2 5/16 8-1/2 
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Adjustable Wrenches 


ADJUSTABLE WRENCHES 


Part No. 


9408 
9409 
9410 
9411 
9412 
9413 


ADJUSTABLE WRENCHES 


BLACK 

Part No. Description 
9400 4” 

9401 6 

9402 8” 

9403 10” 

9404 5 

9405 15” 


PIPE WRENCHES - 
HEAVY DUTY DESIGN 


Part No. 


9448 
9449 
9450 
9451 
9452 
9453 


GGG-W-651 


Description 
4” 
6” 
8” 

TO” 

12” 

15” 


Description 


56” 
10” 
14” 
18” 
24” 
36” 


— = 


Part 
No. 
9408 
9409 
9410 
9411 
9412 
9413 


@) _ ecient ee eee ETN TTT 


DIMENSIONS 

A 

Max L 
1/2 4 
13/16 6 
1-1/16 8 
1-3/16 10 
1-11/32 12 
1-3/4 15 


WRIGHT 


DIMENSIONS 


A 

Max L 
9/16 4 
27/32 6 
1 8 
1-3/16 10 
1-3/8 12 


Construction - Structural Wrenches 


CONSTRUCTION - STRUCTURAL 
WRENCHES, OFFSET HEAD, 


BLACK 

Part No. Description Nut Type Bolt Size DIMENSIONS 

1726 13/16” U.S. Regular 1/2” _ pty 

1728 7/8" U.S. Heavy 1/2” oF a 

1730 15/16” Utility 5/8" = , “ c 2 
1732 1” U.S. Regular 5/8” 1726 13/16 1-13/16 3/8 14-1/2 
1734 1-1/16" U.S.Heavy 5/8” 1728 7/8 1-13/16 3/8 14-1/2 
1736 1-1/8” U.S. Regular 3/4” 1730 15/16 2-9/32 7/16 14-3/4 
1740 1-1/4” U.S. Heavy 3/4” 1732 1 2-9/32 7/16 14-3/4 
1742 1-5/16” U.S. Regular 7/8” 1734 1-1/16 2-9/32 7/16 14-3/4 
1746 1-7/16" U.S. Heavy 7/8” 1736 1-1/8 2-1/2 9/16 16-1/2 
1748 1-1/2” U.S. Regular 1” 1740 1-1/4 2-1/2 9/16 16-1/2 
1752 1-5/8” U.S. Heavy 1” 1742 1-5/16 3-1/16 11/16 17-1/4 


1746 1-7/16 3-1/16 11/16 17-1/4 
1748 1-1/2 3-17/32 11/16 17-11/16 


(ae 1752 «1-5/8 3-17/32 11/16  17-11/16 


ADJUSTABLE CONSTRUCTION 
WRENCH, BLACK 


Part No. Description 


9414 4-1/2” DIMENSIONS 
Part ar 
No. max. al Bias 


9414 1-19/32 16 


~ 
om 
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Striking Wrenches 


STRAIGHT HANDLE STRIKING 


FACE WRENCHES 6 PT. - 


HEAVY DUTY 

) Part No. Description 
1834 1-1/16” 
1840 1-1/4” 
1846 1-7/16" 
1852 1-5/8” 
1856 1-3/4” 
1858 1-13/16”" 
1864 a 


Part No. 


1870 
1876 
1882 
1888 
1889 


Description 


2-3/16” 
2-3/8" 
2-9/16” 
2-3/4" 
2-15/16” 
3-1/8” 
3-1/2” 
3-7/8" 


OFFSET HANDLE STRIKING FACE 
} BOX WRENCHES - 12 PT. 


Part No. 


1934 
1936 
1940 
1942 
1946 
1948 
1952 
1954 
1956 
) 1958 
1960 
1964 


Description 


1-1/16" 
1-1/8" 
1-1/4" 
1-5/16" 
1-7/16" 
1172" 
1-5/8” 
1-11/16" 
1-3/4" 
1-13/16" 
1-78" 
a 


Part No. 


1968 
1970 
1972 
1974 
1976 
1980 
1982 
1984 
1988 
1996 
1997 


(| 


Description 


2-1/8” 
2-3/16” 
2-1/4" 
2-5/16" 
2-3/8" 
2-1/2" 
2-9/16" 
2-5/8" 
2-3/4” 
3” 
3-1/8” 


A 
Nom. Size 
1-1/16 
1-1/4 
1-7/16 
1-5/8 
1-3/4 
1-13/16 
2 
2-3/16 
2-3/8 
2-9/16 
2-3/4 
2-15/16 
3-1/8 
3-1/2 
3-7/8 


A 
Nom. Size 
1-1/16 
1-1/8 
1-1/4 
1-5/16 
1-7/16 
1-1/2 
1-5/8 
1-11/16 
1-3/4 
1-13/16 
1-7/8 
2 
2-1/8 
2-3/16 
2-1/4 
2-5/16 
2-3/8 
2-1/2 
2-9/16 
2-5/8 
2-3/4 
3 
3-1/8 


DIMENSIONS 


DIMENSIONS 


B 
Diameter 
of Head 
1-25/32 
2 
2-3/16 
2-1/2 
2-21/32 
2-11/16 
3 
3-3/16 
3-7/16 
3-3/4 
4-1/8 
4-3/8 
4-1/2 
5 
5-1/2 


B 
Diameter 
of Head 
1-11/16 
1-11/16 
2 
2 
2-3/16 
2-3/16 
2-1/2 


3-23/32 
3-23/32 
4-5/16 
4-5/16 
4-5/16 
4-5/16 
4-13/16 
4-13/16 


Cc 
Thickness 
of Head 
5/8 
3/4 
27/32 
15/16 
{ 
; 
1-3/16 
1-3/16 
1-11/32 
1-1/2 
1-17/32 
1-9/16 
1-5/8 
1-23/32 
1-13/16 


c 
Thickness 
of Head 


13/16 
13/16 
7/8 
7/8 

{ 

{ 
1-1/16 
1-1/16 
1-1/16 
1-1/8 
1-1/8 
1-1/4 
1-3/8 
1-3/8 
1-3/8 
1-1/2 
1-1/2 
1-3/4 
1-3/4 
1-3/4 
1-3/4 
2 

2 


WBSS TSP 
WRIGKT vam 


L 
Overall 
Length 
9-3/4 
10-1/4 
10-3/8 
10-3/4 
11-1/8 
11-1/8 
11-1/2 
11-7/8 
12-1/4 
12-1/4 
13 
13-3/8 
13-1/2 
13-7/8 
14-1/4 


L 
Overall 
Length 
10-1/2 
10-1/2 
11 
11 
11-1/2 
11-1/2 
12 
12 
12-1/2 
12-1/2 
12-1/2 
13 
13-1/2 
13-1/2 
13-1/2 
14 
14 
15-1/4 
15-1/4 
15-1/4 
15-1/4 
16-1/2 
16-1/2 
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WRENCHES 


Ratcheting Box Wrenches 


RATCHETING BOX WRENCHES 
6 PT. 


err tn 


Part No. Description 
9441 1/4” x 5/16" 
9442 3/8" x 7/16" 
9443 1/2” x 9/16” 
a ° ° ° ° O Z Nom. 
Part Size 
No. A 
9441 1/4x 5/16 
f 9442 3/8 x 7/16 
0 SV 00000 
r [ | 9443 1/2 x 9/16 


Sa j ee 
@): O wrich@us2@ 44: 


DIMENSIONS 


B B-1 
5/8 19/32 


7/8 25/32 
1-5/32 1-1/16 


c 
5/16 
5/16 
1/2 


L 
4-1/4 
5-1/2 
6-7/8 


RATCHETING BOX WRENCHES 
12 PT. 


Part No. Description 
9444 5/8” x 11/16” 
9445 3/4" *% 7/8" 
A [O ar — O | 
Nom. 
Part Size 
No. A 
i 9444 5/8 x 11/16 
OM im 


9445 3/4x 7/8 


DIMENSIONS 
B B-1 
1-7/16 1-9/32 
1-9/16 1-13/32 


c 


142 
1/2 


RATCHETING BOX WRENCHES 
OFFSET 12 PT. 


Part No. Description 
9424 1/4” x 5/16" 
9425 3/8” x 7/16" 
9426 1/2” x 9/16” 
9427 5/8” x 11/16" 
9428 3/4" x 7/8” 
; Nom. 
+ LO-r =O | pat Se 
No. A 
. 9424 1/4x 5/16 
r = 9425 3/8 x 7/16 
9426 1/2 x 9/16 


9427 5/8 x 11/16 


9428 3/4x 7/8 
al 


<P 
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DIMENSIONS 
B B-1 
21/32 19-32 
7/8 25/32 
1-5/32 =1-1/32 
1-7/16 1-9/32 
1-9/16 1-13/32 


Cc 


5/16 
5/16 
3/8 
3/8 
3/8 


Ratcheting Box Wrenches 


METRIC RATCHETING BOX WRENCHES 


OFFSET - 6 PT. 

wn 
Part No. Description = 
9431 7x 8mm = 
9432 9 x 10mm ¢ 
9434 11 x 12mm DIMENSIONS 
9435 13 x 14mm 


Nom. 
Part Size 


A r\ 75 oe No. A B B-1 c L 
-O 9431 7x 8mm 5/8 19/32 5/16 4-1/4 


9432 9x 10mm 7/8 25/32 5/16 5-3/8 
9434 11x 12mm 1-5/32 1 5/16 6-3/4 
l 9435 13x 14mm 1-5/32 1 5/16 6-3/4 


METRIC RATCHETING BOX WRENCHES 
OFFSET - 12 PT. 


Part No. Description 
9436 15 x 17mm 
\ 9437 16 x 18mm DIMENSIONS 
9438 19 x 21mm ‘ie: 
Part Size 
No. A B B-1 Cc L 


9436 15x17mm__‘1-7/16_1-9/32 3/8 8 

9437 16x18mm _ —‘1-7/16_1-9/32 3/8 _—8-1/8 

. 9438 19x21mm  1-9/16 1-13/32 3/8 9-1/8 
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Today’s Finest Tools 
Come From Wright 


Wright Tools are built on a 60-year heritage 
of strength, dependability, and innovation to 
ensure their lasting performance and service 
excellence. Consider these valuable 
features: 


Wright Ratchets 


Standard Series 400 


This amazing ratchet was pulled and ratcheted 1-1/3 
million times without measurable wear. After the 
test, it passed all specifications, including load car- 
rying capacity for a new ratchet. 


e Made of tough 4140 alloy steel, harder to forge, 
harder to machine, much more controllable to the 
correct hardening. All of this provides more durable 
and precise parts. 

e The shortest arc or handle swing and the smallest 
practical size head to give you the best of all condi- 
tions in tight places. 

* Cushion grip handles of nitrile are more comfortable 
to use and are safe in most solvents and greases. 

¢ Close tolerances provide little space for dirt, the 
worst enemy of ratchets. 

e An easily replaced center assembly doubles the life 
of the ratchet. Our ratchet lasts longer than others 
before renewal is necessary. 

e The ratcheting drag is just the right compromise, 
providing enough torque to prevent dirt from stop- 
ping the ratcheting action but not too much to make 
it necessary to hold the socket to make it ratchet. 


ta rom 
STeE, FOR 
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Wright Sockets 


e Made of hot forged 4140 alloy steel for toughness 
and dependability. 

e Larger sizes are hot extruded for even greater 
strength. 

e Precise atmospheric controlled heat treating. 

e Drilled lock holes for positive holding. 

e Chamfered drive and fastener openings. 


Wright Wrenches 


e Made of hot forged 4140 alloy steel and fully hard- 
ened for extra strength and long wear. 

e Unique V-Notch open end fits four sides of nut to 
turn even rounded-corner hex nuts better. 

e Edges are rounded for pulling hard with comfort. 


Industrial and commercial products usually exceed 
government specifications. This does not mean a 
cataloged product always conforms to the current 
government specification. We will be happy to quote 
or advise you on your specific requirements in these — 
areas. We recommend you inquire prior to bidding to 
any specification. 
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1/4” Drive Socket Sets 


) 1/4” DRIVE 6 PT. STD. SOCKET SET 
Set No. 212 — 12 Pieces 


=) 
Part No. Description 
6 Pt. Std. Sockets 
2006 3/16” i 
2007 7/32" =e 
2008 1/4” 
2009 9/32” 
2010 5/16” se 
2011 11/382” a) at lip 
2012 3/8" Zoya 
2014 7/16" sion — 
2016 1/2” - 2 : 
2400 Ratchet = iy es ae 
2402 2” Extension a Zee 
2441 Spinner ‘at | 
90 Metal Box : 


jagn0nn eae 


1/4” DRIVE 6 PT. STD. AND 6 PT. DEEP SOCKET SET 
Set No. 221 - 21 Pieces 


Part No. Description 
6 Pt. Std. Sockets 
2006 3/16" 
i 2007 7/32" 
2008 1/4” 
2009 9/32” 
2010 5/16” 
2011 11/32” 
2012 3/8” 
2014 7/16" 
2016 We" 
6 Pt. Deep Sockets 
2508 1/4" 1a 
2509 9/32” a) aa — 
es ' AAADITTIAM 
2511 11/32” _ — 
2512 3/8" = ' os ame 
2514 7/16” ; = : eae 
2516 Ve" —— = 
| 2400 Ratchet 
2402 2” Extension 
| 2406 6” Extension 
| 2435 Flex Handle 
2441 Spinner 
. 88 Metal Box 47 


1/4” Drive Socket Sets 


1/4” DRIVE 6 PT. DEEP SOCKET SET 
Set No. 208 - 7 Pieces 


Part No. Description 
6 Pt. Deep Sockets 
2508 1/4” 

2509 9/32” 
2510 5/16" 
2511 11/32” 
2512 3/8” 

2514 7/16” 
2516 12" 

41 Metal Tray 


1/4” Drive Metric Socket Sets 


1/4” DRIVE 6 PT. STD. METRIC SET 
Set No. 256 - 9 Pieces 


Part No. Description 
6 Pt. Std. Metric Sockets 
20-05mm 5mm 
20-06mm 6mm 
20-07mm 7mm 
20-08mm 8mm 
20-09mm 9mm 
20-10mm 10mm 
20-11mm 11mm 


20-12mm 12mm 
20-13mm 13mm 
244 Clip Rail 


1/4” DRIVE 6 PT. DEEP METRIC SET 
Set No. 257 -— 9 Pieces 


Part No. Description 

6 Pt. Deep Metric Sockets 

25-05mm 5mm ; 

25-06mm 6mm 5 ; 

25-07mm 7mm ; 7 b ' 

25-08mm 8mm | ‘ms : 
25-09mm 9mm od | | 1 ri & ig. 
25-10mm 10mm . : & ' Ds 
25-14mm == 11mm i Ss = 


25-12mm 12mm Ore + = 


25-13mm 13mm 


244 Clip Rail ee = 
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1/4” Drive Handles & Attachments 


RATCHETS 


Ratchet 


Head diameter only 25/32”. Handle 
swings in 3/4” arc to get the next 


bite. Works in the tightest places. 45 > 
teeth. =S 
Part No. Description 


2400 Ratchet — 45 teeth - 4-3/4” 


Flex Head Ratchet 


Head diameter only 25/32”. Handle 
swings in 3/4” arc to get the next 
bite. Works in the tightest places. 45 
teeth. 

Part No. Description 


2428 Ratchet - 45 teeth — 5-3/4” 


Black Ratchet 


Part No. Description 
32400 1/4” Drive Ratchet, 4-3/4”, 
Series 400 


Renewal Kits 


One piece, foolproof. Simply remove 
the snap ring and drop a new kit into 
place. On the spot repairs. Extends 
the life of the ratchet. 


Part No. Description 


2401 1/4” Drive Ratchet 
Renewal Kit for 2400 and 
2428 

32401 1/4” Drive Black Renewal 
Kit for 32400 


HANDLES & ATTACHMENTS 


Flex Handle 2430 


i 
assembled with steel pin and tension 

washer. Smoother friction in joint, 

eliminating binding. Better chrome 2435 

plating because parts are plated 
individually before assembly. 
Eliminates rust. 


Part No. Description 


2430 Steel Bar for optional use 
with flex handle 
2435 Flex Handle - 5” 
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1/4” Drive Handles & Attachments 


HANDLES & ATTACHMENTS 


Extensions 

Part No. Description 

2402 2” Extension 

2404 4” Extension 

2406 6” Extension 

2410 10” Extension 

2414 14” Extension 
Spinner 

Spinner handle with plastic grip. 
Part No. Description 

2441 Spinner - 6” 

2442 Spinner with female end 
Adaptor 

Part No. Description 

2453 1/4” Fx 3/8” M 
Universal 


Built in spring tension for 
easy application to nut. 
No binding or locked 
joints: no sharp corners. 


Part No. Description 
2475 Universal 


1/4” Drive Sockets 


1/4” DRIVE 6 PT. STD. SOCKETS DIMENSIONS 
Part No. Nom. Size PART NOM. 
2006 3/16" NO. SIZE SHAPE L Ds Dd Bd 
2007 7/32" 2006 3/16” | 1" 19/64" 7/16" 3/32” 
2008 1/4” 2007. 7/32” | 1” 11/32" 7/16" 7/64" 
2009 9/32” 2008 =1/4” | 1” 3/8" 7/16" 1/8" 
2010 5/16” 2009 9/32” | 1” 13/32" 7/16" 9/64" 
2011 11/32” 2010 5/16” II 1” 29/64" — 9/64” 
2012 3/8” 2011 + +11/32” ll ~” ie _ 5/32” 
2014 7/16" 2012 + =3/8” ll 1° 17/392" — 5/32" 
2016 1/2" 2014. 7/16” II 1° 45/e* — Tia" 
2016 = 1/2” ll ” nie — 17/64” 
1/4” DRIVE 10 PT. SQ. STD. DIMENSIONS 
SOCKETS 
PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 
2308 1/4" 2308 1/4” Il 1" 7/16" — 1/8" 
2310 5/16" 2310 5/16” II 1" ose — 9/64" 
2312 3/8” 2312 3/8” Il 1” 5/8" — 5/32” 


10 Pt. Socket Exclusive with Wright 
The Only Socket That Turns Both Hex and Square Nuts 

Wright’s exclusive ten point socket is the only socket that fits 
both types of nuts interchangeably, providing full bearing and 


snug fit. 

1/4” DRIVE 6 PT. DEEP SOCKETS DIMENSIONS 
Part No. Nom. Size PART NOM. 
2509 9/32" 2508 1/4” | a 3/8” 7/is6* 1/8” 
2510 5/16” i] 2509 9/32" HT] ae 27/64" — 9/64” 
2511 41/32" j 2510 5/16” I Ze 29/64" — 9/64” 
2512 3/8” | 2511 11/32” lI 2° 1/2" — 5/32” 
2514 7/16" | 2512 3/8” ll 2” 17/32" — 5/32" 
2516 4/2" ; 2514 7/16" II 2° 5/8” — 7/32” 

j 2516 1/2” H a? 11/16" — 17/64" 
SHAPE | SHAPE II 


(MIN. BROACH DEPTH) 


(MIN. BROACH DEPTH) 
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1/4 


DRIVE 


1/4” Drive Sockets 


1/4” DRIVE 12 PT. DEEP DIMENSIONS 
SOCKETS 
PART NOM. 

Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 

2608 4/4" 2608 1/4” | a 3/8" — 3/16” 

2609 9/32” 2609 9/32” Il Pdi 27/64" a 7/32" 
i 2610 5/16” 2610 5/16” ll er 29/64” — 7/32” 
/ | 2611 11/32” 2611 1/432" ll 2” 1/2" — 1/4” 
4 2612 3/8” 2612 3/8” ll ee Ati32" —_ 1/4” 
q 2614 7/16" 2614 7/16 Il 2" 5/8 enn 9/32" 
| 2616 4/2" 2616 1/2 ll 2 11/16 ao 5/16 


1/4” Drive Metric Sockets 


1/4” DRIVE 6 PT. STD. METRIC DIMENSIONS 


SOCKETS 
PART NOM. 

Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 
20-05mm 5mm 20-05mm 5mm | 27/32” 21/64” 1/2” 8/32" 
20-06mm 6mm 20-06mm 6mm | 27/32” 25/64” 1f2” 5/32" 
20-07mm 7mm 20-07mm 7mm | 27/32” 7/16" fa” 5/32" 
20-08mm 8mm 20-08mm 8mm I 271/82” Wer — 5/32” 
20-09mm Oomm 20-09mm 9mm ll 27/32” 9/16” — 11/64” 
20-10mm 10mm 20-10mm 10mm ll 27/32” 19/32” — 15/64” 
20-11mm 41mm 20-11mm 11mm Ht] 27/32” 5/8" — 15/64” 
20-12mm 42mm 20-12mm 12mm H] 27/32" 21/32” — 9/32” 
20-13mm 13mm 20-13mm 13mm ll 27/32” 11/16” —_ 19/64” 


 —————————————————————————— 


| 1/4” DRIVE 6 PT. DEEP METRIC DIMENSIONS 


: SOCKETS “ 
q PART NOM. 
—s —s NO. SIZE SHAPE L Ds Dd Bd 
| 25-05mm 5mm 25-05mm 5mm | 1-15/16" 21/64” = =1/2" 7/32" 
: 25-06mm 6mm 25-06mm 6mm | 1-15/16” 3/8” 1/2” 1/4" 
25-07mm 7mm 25-07mm 7mm | 1-15/16” 27/64” 1/2” 13/32” 
if 25-08mm 8mm 25-08mm 8mm II 1-15/16" 1/2” — 13/32" 
25-09mm omm 25-09mm 9mm II 1-15/16" 17/32" — 29/64" 
25-10mm 140mm 25-10mm 10mm ll 1-15/16" 37/64" — 33/64” 
{ 25-11mm 414mm 25-11mm 11mm II 1-15/16” 5/8” _— 35/64” 
q 25-12mm 42mm 25-12mm 12mm II 1-15/16" 21/32" — 19/32” 
25-13mm 143mm 25-13mm 13mm HT 1-15/16"” 23/32” — 45/64” 
; 
SHAPE | SHAPE II 


(MIN. BROACH DEPTH) (MIN. BROACH DEPTH) 


1/4” Drive Torx Sockets, Bits and Holders 


1/4” DRIVE TORX SOCKETS DIMENSIONS 
Part No. Description 
9250 E-6 Torx 
Socket 1/4” Dr. 
x 1” long 
9251 E-7 Torx SHAPE | ee 
Socket 1/4” Dr. PART DR.SQ. HEAD ate 
x 1” long NO. SIZE SIZE L Ds Dd Shape Se 
9252 E-8 Torx : 9250 1/4” E-6 1-1/16" 5/16” 1/2” | 
Socket 1/4” Dr. 9251 1/4” E-7 1-1/16” 3/8” wee | 
x 1” long 9252 1/4” E-8 1-1/16” 13/32” 1/2” | 
1/4” DRIVE TORX BITS DIMENSIONS 
Part No. Description HEX pg 
9271 Torx T-8 1/4” eee 
hex x 1” long ao, 
9272 Torx T-10 1/4” J 
hex x 1” long 
9273 Torx T-15 1/4” 
9274 Torx T-20 1/4” NO. SIZE SIZE OL 
hex x 1” long 9271 1/4” T-8 1” 
9275 Torx T-25 1/4” 9272 1/4" 7-10 1” 
hex x 1” long 9273 1/4” T-15 1” 
9276 Torx T-27 1/4” 9274 1/4” T-20 1” 
hex x 1” long 9275 1/4" T-25 1” 
9277 Torx T-30 1/4” 9276 1/4" 7-27 1” 
hex x 1” long 9277 1/4” T-30 1” 
1/4” DRIVE BIT HOLDERS DIMENSIONS Ds" & “ba 
Part No. Description 
9280 1/4” Hex x 1/4” CO) ©) 
Dr. Bit Holder ial ia! 
DR SQ HEX 
SIZE SIZE 
SHAPE II 
PART DR. SQ. HEAD 
NO. SIZE SIZE L. Ds Dd Shape 
9280 1/4” 1/4” 1” 1/2” 1/2" I] 
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Today’s Finest Tools 
Come From Wright 


Wright Tools are built on a 60-year heritage 
of strength, dependability, and innovation to 
ensure their lasting performance and service 
excellence. Consider these valuable 
features: 


Wright Ratchets 


Standard Series 400 


This amazing ratchet was pulled and ratcheted 1-1/3 
million times without measurable wear. After the 
test, it passed all specifications, including load car- 
rying capacity for a new ratchet. 


e Made of tough 4140 alloy steel, harder to forge, 
harder to machine, much more controllable to the 
correct hardening. All of this provides more durable 
and precise parts. 

¢ The shortest arc or handle swing and the smallest 
practical size head to give you the best of all condi- 
tions in tight places. 

¢ Cushion grip handles of nitrile are more comfortable 
to use and are safe in most solvents and greases. 

e Close tolerances provide little space for dirt, the 
worst enemy of ratchets. 

e Aneasily replaced center assembly doubles the life 
of the ratchet. Our ratchet lasts longer than others 
before renewal is necessary. 

¢ The ratcheting drag is just the right compromise, 
providing enough torque to prevent dirt from stop- 
ping the ratcheting action but not too much to make 
it necessary to hold the socket to make it ratchet. 


INU, 
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Wright Sockets 


© Made of hot forged 4140 alloy steel for toughness 
and dependability. 

e Larger sizes are hot extruded for even greater 
strength. 


e Precise atmospheric controlled heat treating. 
Drilled lock holes for positive holding. 
e Chamfered drive and fastener openings. 


= 


iO 


Wright Wrenches — 


e Made of hot forged 4140 alloy steel and fully hard- 
ened for extra strength and long wear. 

e Unique V-Notch open end fits four sides of nut to 
turn even rounded-corner hex nuts better. 

e Edges are rounded for pulling hard with comfort. 


Industrial and commercial products usually exceed 
government specifications. This does not mean a 
cataloged product always conforms to the current 
government specification. We will be happy to quote 
or advise you on your specific requirements in these 
areas. We recommend you inquire prior to bidding to 
any specification. 


3/8” Drive Socket Sets 


3/8” DRIVE 6 PT. AND 12 PT. 
STANDARD SOCKET SET 
Set No. 310 - 9 Pieces 


Se ee 


Part No. Description 
6 Pt. Std. Sockets 
3012 3/8” 
3014 7/16" 
3016 we” 
3018 9/16” 

12 Pt. Std. Sockets 
3120 5/8" 
3122 11/16” 
3124 3/4” 
3400 Ratchet 
3403 3” Extension 
93 Metal Box 


3/8” DRIVE 6 PT. AND 12 PT. 
STANDARD SOCKET SET 
Set No. 317 - 11 Pieces £8 


Part No. Description 

6 Pt. Std. Sockets 

3012 3/8" EEE aA 
3014 7/16" OER fe hiv far oe 

3016 We 

3018 9/16” a a Soe 
12 Pt. Std. Sockets 

3120 5/8” 

3122 11/16” ue 

3124 3/4” si 

3126 13/16” 

3128 7/8" 

3400 Ratchet 

3405 5” Extension 


93 Metal Box 


3/8” Drive Socket Sets 


3/8” DRIVE 6 PT. AND 12 PT. -— 
STANDARD SOCKET SET : 
Set No. 319 - 13 Pieces 


Part No. Description 
6 Pt. Std. Sockets 
3012 3/8” 
3014 7/16" 
3016 1/2” 
3018 9/16” 
12 Pt. Std. Sockets 
3120 5/8” 
3122 11/16” 
3124 3/4" 
3126 13/16” 
3128 7/8" 
3400 Ratchet 
3405 5” Extension 
3438 Flex Handle 
\® 3475 Universal 
a 93 Metal Box 
Hh 
] 3/8” DRIVE 6 PT. AND 12 PT. | a, 


STANDARD SOCKET SET 
Set No. 320 - 15 Pieces 


Part No. Description 
6 Pt. Std. Sockets 
3012 3/8” 
3014 THIG" 
i 3016 1/2” 
' 3018 9/16” 


12 Pt. Std. Sockets 


] 3120 5/8" r it ! 

| 3122 11/16” aul y) 

j 3124 3/4" : sac 
er 


i 3126 13/16" SEE 
q 3128 7/8" 

] 3400 Ratchet ——— 
3403 3” Extension ——_—— O 


3405 5” Extension 

q 3438 Flex Handle —a = 
3475 Universal 

i 3590 5/8” Spark Plug 

q Socket 

‘. 93 Metal Box 


3/8” Drive Socket Sets 


3/8” DRIVE 6 PT. AND 12 PT. STANDARD AND 6 PT. DEEP SOCKET SET 


Set No. 322 — 20 Pieces 


Part No. Description 
6 Pt. Std. Sockets 
3012 3/8” 
3014 7/16" 
3016 1/2" 
3018 9/16” 

12 Pt. Std. Sockets 
3120 5/8" 
3122 11/16" 
3124 3/4" 
3126 13/16” 
3128 T/8" 

6 Pt. Deep Sockets 
3512 3/8" 
3514 7/16” 
3516 1/2" 
3518 9/16” 
3520 5/8" 
3522 11/16” 
3524 3/4” 
3526 13/16” 
3400 Ratchet 
3405 5” Extension 
3438 Flex Handle 
94 Metal Box 


Wit 
innngann 
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3/8” DRIVE 6 PT. AND 12 PT. STANDARD AND 6 PT. DEEP SOCKET SET 


Set No. 324 -— 26 Pieces 


Part No. Description 
6 Pt. Std. Sockets 
3008 1/4” 
3010 5/16” 
3012 3/8” 
3014 7/16" 
3016 1/2” 
3018 9/16” 

12 Pt. Std. Sockets 
3120 5/8" 
3122 11/16" 
3124 3/4” 
3126 13/16” 
3128 3" 
3130 15/16” 
Silos a 

6 Pt. Deep Sockets 
3512 3/8” 
3514 16" 
3516 1/2” 
3518 9/16” 
3520 5/8" 
3522 11/16” 
3524 3/4” 
3526 13/16” 
3400 Ratchet 
3403 3” Extension 
3405 5” Extension 
3438 Flex Handle 
3475 Universal 
94 Metal Box 
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3/8 


DRIVE 


3/8” Drive Socket Sets 


3/8” DRIVE 6 PT. STANDARD SOCKET SET 
Set No. 303 -— 11 Pieces 


Part No. Description 
6 Pt. Std. Sockets 
3008 1/4” 
3010 5/16” 
3012 3/8” 
3014 7/16" 
3016 1/2” 
3018 9/16” 
3020 5/8” 
3022 11/16” 
3024 3/4” 
3026 13/16" 
3028 7/8” 
249 Clip Rail 


3/8” DRIVE 6 PT. STANDARD SOCKET SET 


Set No. 312 - 11 Pieces 
i Part No. Description 
i 6 Pt. Std. Sockets 
i 
i 3008 1/4” 
a 3010 5/16” 
i 3012 3/8” 
' 3014 7/16" 
4 3016 1/2" 
7 3018 9/16” 
q 3020 5/8” 
q 3022 11/16” 
| 3024 3/4" 
i 3026 13/16” 
a 3028 7/8" 
| 91 Metal Tray 
a 
i 
i 
1 
i 
| 3/8” DRIVE 6 PT. DEEP SOCKET SET 
q Set No. 309 - 8 Pieces 
q Part No. Description 
7 6 Pt. Deep Sockets 
a 3512 3/8” 
i 3514 T16* 
’ 3516 1/2° 
u 3518 9/16” 
i 3520 5/8” 
q 3522 11/16” 
4 3524 3/4” 
a 3526 13/16” 
q 71 Metal Tray 
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3/8” Drive Socket Sets | 


3/8” DRIVE 12 PT. DEEP SOCKET SET 
Set No. 300 - 8 Pieces 


Part No. Description 
12 Pt. Deep Sockets | 
3612 3/8” | 
3614 7/16" | 
3616 1/2” { 
3618 9/16” } 
3620 5/8” 
3622 11/16” eal 
3624 3/4” o> | 
3626 13/16” a5 | 
247 Clip Rail 


3/8” DRIVE 6 PT. DEEP SOCKET SET 
Set No. 301 -— 8 Pieces 


Part No. Description | 
6 Pt. Deep Sockets | 
3512 3/8” | 
3514 7/16" ! 
3516 1/2" 
3518 9/16" | 
3520 5/8” 
3522 11/16” 
3524 3/4" 
3526 13/16” 

247 Clip Rail 


3/8” DRIVE ALLEN BIT SOCKET SET 
Set No. 305 -— 7 Pieces 


Part No. Description 

Allen Sockets W/Bits 

3204 1/8” 

3205 5/32)" ; 
3206 3/16” 
3207 Ti32"" 
3208 1/4” 
3210 5/16” { 
3212 3/8” 
97 Metal Box 
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3/8” Drive Socket Sets 


3/8” AND 1/2” DRIVE ALLEN BIT SOCKET SET 
Set No. 311 - 10 Pieces 


Part No. Description 
3/8” Dr. 

Allen Sockets W/Bits 
3204 1/8” 
3205 5/32” 
3206 3/16” 
3207 ti3e;” 
3208 1/4” 
3210 5/16” 
3212 3/8” 

1/2” Dr. 

Allen Sockets W/Bits 
4216 1/2” 
4218 9/16” 
4220 5/8” 

249 Clip Rail 


3/8” DRIVE 6 PT. FLEX SOCKET SET 
Set No. 307 - 7 Pieces 


Part No. Description 
6 Pt. Flex Sockets 
of 2 3/8” 
3714 7/16” 
3716 142" 
3718 9/16” 
3720 5/8” 
3722 11/16” 
3724 3/4” 

247 Clip Rail 


3/8” DRIVE 6 PT. FLEX SOCKET SET 
Set No. 308 - 7 Pieces 


Part No. Description 
6 Pt. Flex Sockets 
sria 3/8” 
3714 7/16" 
3716 1/2” 
3718 9/16” 
3720 5/8” 

3722 11/16” 
3724 3/4" 

61 Metal Tray 
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3/8” Drive Socket Sets 


3/8” DRIVE SCREWDRIVER SOCKET SET 


Set No. 306 -— 5 Pieces 


Part No. Description 
Screwdriver Sockets 

3462 Phillips No. #2 
3463 Phillips No. #3 
3464 Phillips No. #4 
3468 Blade 1/4” 
3469 Blade 3/8” 

97 Metal Box 


3/8” Drive Metric Socket Sets 


3/8” DRIVE 6 PT. STANDARD METRIC SOCKET sical 


Set No. 365 - 16 Pieces 


Part No. 


6 Pt. Std. Metric Sockets 


30-07 mm 
30-08 mm 
30-09 mm 
30-10 mm 
30-11 mm 
30-12 mm 
30-13 mm 
30-14 mm 
30-15 mm 
30-16 mm 
30-17 mm 
30-18 mm 
30-19 mm 
3400 
3405 
3438 

93 


Description 


7mm 

8mm 

9mm 

10mm 
11mm 
12mm 
13mm 
14mm 
15mm 
16mm 
17mm 
18mm 
19mm 
Ratchet 

5” Extension 
Flex Handle 
Metal Box 


3/8” DRIVE 6 PT. STANDARD METRIC SOCKET SET 
Set No. 367 - 14 Pieces 


Part No. 


6 Pt. Std. Metric Sockets 


30-06 mm 
30-07 mm 
30-08 mm 
30-09 mm 
30-10 mm 
30-11 mm 
30-12 mm 
30-13 mm 
30-14 mm 
30-15 mm 
30-16 mm 
30-17 mm 
3400 
3403 

93 


Description 


6mm 

7mm 

8mm 

9mm 

10mm 

11mm 

12mm 

13mm 

14mm 

15mm 

16mm 

17mm 
Ratchet 

3” Extension 
Metal Box 61 


3/8 
DRIVE 


3/8” Drive Socket Sets 


3/8” DRIVE 6 PT. STANDARD AND 6 PT. DEEP 
METRIC SOCKET SET 
Set No. 376 —- 26 Pieces 


Part No. Description 
6 Pt. Std. Metric Sockets 


30-07 mm 7mm 

30-08 mm 8mm 

30-09 mm 9mm 

30-10 mm 10mm 
30-11 mm 11mm 
30-12 mm 12mm 
30-13 mm 13mm 
30-14 mm 14mm 
30-15 mm 15mm 
30-16 mm 16mm 
30-17 mm 17mm 
30-18 mm 18mm 
30-19 mm 19mm 


6 Pt. Deep Metric Sockets 


35-10 mm 10mm 
35-11 mm 1imm 
35-12 mm 12mm 
30-13 mm 13mm 
30-14 mm 14mm 
30-15 mm 15mm 
30-16 mm 16mm 
30-17 mm 17mm 
30-18 mm 18mm 
30-19 mm 19mm 


3400 Ratchet 
3405 5” Extension 
3438 Flex Handle 
94 Metal Box 


3/8” DRIVE 6 PT. STANDARD 
METRIC SOCKET SET 
Set No. 354 - 14 Pieces 


Part No. Description 
6 Pt. Std. Metric Sockets 


30-06 mm 6mm 
30-07 mm 7mm 
30-08 mm 8mm 
30-09 mm 9mm 
30-10 mm 10mm 
30-11 mm 11mm 
30-12 mm 12mm 
30-13 mm 13mm 
30-14 mm 14mm 
30-15 mm 15mm 
30-16 mm 16mm 
30-17 mm 17mm 
30-18 mm 18mm 
30-19 mm 19mm 
74 Metal Tray 
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3/8” Drive Socket Sets 


3/8” DRIVE 6 PT. DEEP 
METRIC SOCKET SET 
Set No. 355 - 14 Pieces 


Part No. Description 

6 Pt. Deep Metric Sockets 

35-06mm 6mm 

35-07mm 7mm 

35-08mm 8mm 

35-09mm 9mm 

35-10mm 10mm a 
35-11mm 11mm @ = 
35-12mm 12mm i= 
35-13mm 13mm 

35-14mm 14mm 

35-15mm 15mm 

35-16mm 16mm 

35-17mm 17mm 

35-18mm 18mm 

35-19mmM 19mm 

75 Metal Tray 


3/8” DRIVE ALLEN BIT 
METRIC SOCKET SET 
Set No. 353 - 8 Pieces 


Part No. Description 
Allen Type Metric Sockets 
W/Bits 


32-02 mm 2mm 
32-02.5 mm 2.5mm 
32-03 mm 3mm 
32-04 mm 4mm 
32-05 mm 5mm 
32-06 mm 6mm 
32-08 mm 8mm 
32-10 mm 10mm 
247 Clip Rail 


3/8” Drive Impact Socket Sets 


3/8” DRIVE 6 PT. STANDARD 
IMPACT SOCKET SET 


Set No. 313 - 8 Pieces 
Part No. Description 
6 Pt. Std. Impact Sockets 
3810 5/16” 
3812 3/8” 

3814 7/16" 
3816 172° 

3818 9/16” 
3820 5/8" 

3822 T/16" 
3824 3/4” 

70 Metal Tray 
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| 3/8” Drive Impact Socket Sets 


1 
dl 3/8” DRIVE 6 PT. STANDARD 
| a IMPACT SOCKET SET 
i Set No. 315 - 8 Pieces 
Part No. Description 
6 Pt. Std. Impact Sockets 
3810 5/16” 
3812 3/8” 
3814 7/16” 
3816 1/2” 
3818 9/16” 
3820 5/8” 
3822 11/16” 
3824 3/4” 
247 Clip Rail 


3/8” 6 PT. DEEP 
IMPACT SOCKET SET 
Set No. 314 -— 8 Pieces 


Part No. Description 
6 Pt. Deep Impact Sockets 
3910 5/16” 
3912 3/8” 

3914 7/16" 
3916 1/2” 
3918 9/16” 
3920 5/8” 

3922 11/16” 
3924 3/4” 

72 Metal Tray 


3/8” DRIVE 6 PT. DEEP 
IMPACT SOCKET SET 
Set No. 316 - 8 Pieces 


a Part No. Description 
a 6 Pt. Deep Impact Sockets 
q 3910 5/16” 

i 3912 3/8” 

i 3914 7/16" 

y 3916 ier 

i 3918 9/16” 

a 3920 5/8” 

a 3922 11/16” 

i 3924 3/4" 

q 247 Clip Rail 
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3/8” Drive Impact Socket Sets 


3/8” DRIVE 6 PT. STANDARD 
UNIVERSAL POWER SOCKET SET 
Set No. 332 - 7 Pieces 


Part No. Description 


6 Pt. Std. Universal 
Power Sockets 


3852 3/8” 
3854 7/16” 
3856 142” 
3858 9/16” 
3860 5/8” 
3862 11/16” 
3864 3/4” 
247 Clip Rail 


3/8” DRIVE 6 PT. DEEP 
UNIVERSAL POWER SOCKET SET 
Set No. 333 - 7 Pieces 


Part No. Description 


6 Pt. Deep Universal 
Power Sockeis 


3952 3/8” 
3954 TING” 
3956 1/2" 
3958 9/16” 
3960 5/8" 
3962 11/16" 
3964 3/4" 
247 Clip Rail 


3/8” Drive Impact Metric Socket Sets 


3/8” DRIVE 6 PT. STANDARD IMPACT METRIC SOCKET SET 
Set No. 356 - 12 Pieces 


Part No. Description 


6 Pt. Std. Impact 

Metric Sockets ee 
38-08 mm 8mm | i ily iin, ealihy iy i pind iy a. 
38-09 mm 9mm i z 3 # * ill. 
38-10 mm 10mm 
38-11 mm 11mm 
38-12 mm 12mm 
38-13 mm 13mm 
38-14 mm 14mm 
38-15 mm 15mm 
38-16 mm 16mm 
38-17 mm 17mm 
38-18 mm 18mm 
38-19 mm 19mm 

74 Metal Tray 
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3/8 
DRIVE 


3/8” Drive Impact Metric Socket Sets 


3/8” DRIVE 6 PT. STANDARD enti 


IMPACT METRIC SOCKET SET an — 


Set No. 351-5 Pieces 


Part No. Description 
6 Pt. Std. Length Metric 
Universal Power Sockets 


38-50mm 10mm 
38-52mm 12mm 
38-53mm 13mm 
38-54mm 14mm 
38-55mm 15mm 
71 Metal Tray 


3/8” DRIVE 6 PT. DEEP IMPACT METRIC SOCKET SET 
Set No. 357 - 12 Pieces 
Part No. Description 


6 Pt. Deep Impact 
Metric Sockets 


39-08mm 8mm — : HOS a amncaenammmenen. 
39-09mm 9mm i 
39-10mm 10mm 

39-11mm 11mm 

39-12mm 12mm 

39-13mm 13mm 

39-14mm 14mm 

39-15mm 15mm 

39-16mm 16mm 

39-17mm 17mm 

39-18mm 18mm 

39-19mm 19mm 

75 Metal Tray 


3/8” DRIVE 6 PT. STANDARD IMPACT METRIC SOCKET SET 
Set No. 359 - 14 Pieces 
Part No. Description 


6 Pt. Std. Impact 
Metric Sockets 


38-06mm 6mm 
38-07mm 7mm 
38-08mm 8mm 
38-09mm 9mm 
38-10mm 10mm 
38-11mm 11mm 
38-12mm 12mm 
38-13mm 13mm 
38-14mm 14mm 
38-15mm 15mm 
38-16mm 16mm 
38-17mm 17mm 
38-18mmM 18mm 
38-19mm 19mm 
252 Clip Rail 
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3/8” Drive Impact Metric Socket Sets 


Set No. 358 - 14 Pieces 


Part No. Description 


) 3/8” DRIVE 6 PT. DEEP IMPACT METRIC SOCKET SET 


6 Pt. Deep Impact 
Metric Sockets 


39-06mm 6mm 
39-07mm 7mm 
39-08mm 8mm 
39-09mm 9mm 
39-10mm 10mm 
39-11mm 1imm > > 
| 39-12mm 12mm 3 & 
39-13mm 13mm 
39-14mm 14mm 
39-15mm 15mm 
39-16mm 16mm 
39-17mm 17mm 
| 39-18mm 18mm 
7 39-19mm 19mm 
252 Clip Rail 


eee 


3/8” DRIVE 6 PT. DEEP IMPACT METRIC SOCKET SET 
Set No. 352 - 11 Pieces 


Part No. Description 
) 6 Pt. Deep Length 


Metric Universal 

Power Sockets 

39-49mm 9mm 

| 39-50mm 10mm 

39-51mm 1imm 

39-52mm 12mm 
39-53mm 13mm 

39-54mm 14mm 

: 39-55mm 15mm 

39-56mm 16mm 
39-57mm 17mm 
39-58mm 18mm 
39-59mm 19mm 
252 Clip Rail 
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3/8” Drive Handles and Attachments 


CY 


‘eat 


PART LENGTH NO. OF HEAD RENEWAL 
NO. SERIES DESCRIPTON OVERALL SWING ARC TEETH DIAMETER KIT NO. 
3400 400 _— Nitrile Handle 7-1/32” 1-1/4" 41 1-1/4” 3401 
3425 400 _ = Nitrile Handle fit 1-3/4” 41 1-1/4" 3401 
3426 400 Knurled Steel Handle VG 1-1/4" 41 1-1/4” 3401 
3427 400 Flex, Steel Handle 9-11/16” 1-3/4” 41 1-1/4” 3401 
3428 400 ‘Flex, Nitrile Handle 10-3/4” 1-3/4” A1 1-1/4" 3401 
3429 400 __— Nitrile Handle 10-3/4” 1-3/4” 41 1-1/4” 3401 
3430 400 Compact Ratchet 4-3/4" 3/4” 45 27/32” 3432 
3480 80 Open Head 7-7/8" 2-1/4" 30 1-1/8” 3481 
33426 400 Black Knurled Steel Handle 7” 1-1/4" 41 1-1/4” 33401 


RENEWAL KITS 
One piece. Easy to replace. Makes on the spot 


repairs. 

Part No. Description 

3401 For all 400 Series Ratchets 
3432 For 3430 Ratchet 

3481 For 3480 Ratchet 

33401 For 33426 — Black 


RATCHET SPINNER 


One piece. Easy to use. 


Part No. Description 


3431 For all 3/8” Drive Ratches — 1-1/4” 
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3/8” Drive and Attachments 


FLEX HANDLES 


Parts are chrome plated prior 
to assembly to eliminate 


rusting. 
Overall 

Part No. Description Length 

3435 Flex-Knurled Steel Handle 8-15/32” 

3438 Flex-Nitrile Handle 9-11/16” 
> 
38 

WOBBLE EXTENSIONS 

Part No. Description 

3409 1-1/2” 

3410 3” 

3411 6” 

EXTENSIONS 

Part No. Description 

3402 4470" a, re 

3403 3” —— a 

3405 5° 

3408 8” 

3412 5 

3422 34” Extra Long 

3424 24” 

SLIDING T 


Head held in place by friction ball - 
allows easy movement to ends of 
bar with no overhand. Works in 
tighter places. 


Part No. Description 
3443 Sliding T - 7” 
ADAPTORS 


Permits interchange of handles, 
sockets, and drive tools from one 
size to another. Not replaced if 
square ends are twisted off. 


Part No. Description 
3452 3/8” Fx 1/4” M 
3454 3/8” Fx 1/2" M 
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3/8” Drive Handles and Attachments 


SPEEDER =, 


Designed for one hand operation — 
length 15-1/2”. 


Part No. Description 
3445 Speeder 
UNIVERSAL 


Built in spring tension for easy 
application to the nut. No binding or 
locked joints. No sharp corners. 


Part No. Description 
3475 Universal 
SCREWDRIVERS 

Part No. Description 
3462 Phillips #2 
3463 Phillips #3 
3464 Phillips #4 
3468 Blade 1/4” 
3469 Blade 3/8” 


3/8” DRIVE CROWFOOT WRENCHES 


Part No. Description 

1012 3/8” 
q 1014 7/16" 
4 1016 172" 
i 1018 9/16” 
il 1020 5/8" DIMENSIONS 
q 1022 11/16” A 
i 1024 3/4” PART = NOM. 
| 1026 13/16" NO. SIZE B c D 
q 1028 7/8” 1012 3/8” 3/4” 1-1/8" 13/64" 
q 1032 i 1014. 7/16” 7/8” 1-1/4” 13/64” 
i 1016 1/2” 31/32” 1-3/8" 1/4” 
a 1018 9/16" 1-1/8" 1-1/2” 1/4” 
4 1020 5/8” 1-1/4” 1-19/32" 5/16” 


1022 11/16” 1-11/32" 1-23/32" 21/64” 
1024 3/4" = 1-17/32".—1-13/16" 21/64” 
1026 13/16" 1-19/32” 1-15/16" 21/64” 
1028 7/8" = 1-3/4" oe 11/32" 
10321” 2-1/16" 2-1/4" 11642? 
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3/8” Drive Handles and Attachments 


3/8” DRIVE METRIC CROWFOOT 
WRENCHES 


Part No. Description 
10-10mm 10mm 
10-11mm 11mm 
10-12mm 12mm DIMENSIONS 
10-13mm 13mm A 
10-14mm 14mm PART NOM. 
10-15mm 45mm NO. SIZE B Cc D 
10-16mm 16mm 10-10mm 10mm 25/32” 1-3/16” 13/64” a 
10-17mm 17mm 10-11mm 1imm_= 7/8” 1-17/64” 13/64” o> 
10-18mm 18mm 10-12mm 12mm _ 31/32” 1-3/8” 1/4” og 
10-19mm 19mm 10-13mm 138mm _ 31/32” 1-3/8” 1/4” 
10-14mm 14mm_1-5/32” 1-11/32” 1/4” 
10-15mm 15mm 1-5/32” 1-17/32” 9/32” 
10-16mm 16mm_ 1-1/4” 1-5/8” 21/64” 


10-17mm 17mm_—-1-25/64” 1-11/16” 21/64” 
10-18mm 18mm 1-25/64” 1-3/4” 21/64” 


t 10-19mm 19mm 1-9/16" —1-25/32” 11/32” 
aaa eries, 


3/8” Drive Impact Attachments 


3/8” DRIVE IMPACT UNIVERSAL JOINT 


Part No. Description 
3800 Universal 


3/8” DRIVE IMPACT ADAPTOR 


Part No. Description 
3899 3/8” Fx 1/2” M 


3/8” DRIVE IMPACT EXTENSIONS 


Part No. Description 

3903 Extension 3” (Ball) 
3906 Extension 6” (Ball) 
3908 Extension 12” (Ball) 
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3/8” Drive Sockets 


3/8” DRIVE 6 PT. STANDARD DIMENSIONS 
SOCKETS 

PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE & Ds Dd Bd 
3008 4/4" 3008 1/4” I 1-1/8" 25/64" 5/8” 1/8" 
3010 5/16" 3010 5/16" | 1-1/8" 15/32" 5/8” 9/64" 
3012 3/8" 3012 3/8” I 1-1/8" 35/64" 5/8” 5/32” 
3014 7/46" 3014 7/16" Il 1-1/8" 5/8” - 7haa" 
3016 1/2” 3016 1/2” Il 1-1/6" sao” — 17/64" 
3018 9/16” 3018 9/16” I 1-1/8" 25/32" — 21/64" 
3020 5/8” 3020 5/8” Il 1-1/8" 7/8” = 3/8" 
3022 11/16” 3022 11/16” Il 1-1/8" 15/16" — 3/8” 
3024 3/4" 3024 3/4” Il et ee a 7/16" 
3026 13/16” 3026 13/16" Il 1e/1e" 1-1/16" — 29/64" 
3028 7/8" 3028 7/8" —s Il 1-1/4" 1-9/64" — ie 
3/8” DRIVE 10 PT. SQ. DIMENSIONS 
STANDARD SOCKETS 

PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 
3308 4/4" 3308 1/4" | 1-7/64" 15/32” 5/8” = 1/8" 
3310 5/16" 3310 5/16" | 1-7/64" 9/16" 5/8" 9/64" 
3312 3/8” 3312 3/8" il —s-1-7/64". 5/8" 5/8" — 55/32” 
3314 7/16" 3314 7/16" Il = 1-7/64" 3/4" — 7/32" 
3316 4/2" ; 3316 1/2" Il 1-7/64" 13/16" — 17/64" 
3318 9/16” 3318 9/16" Il 1-7/64" 15/16" — 21/64” 
3320 5/8” 3320 5/8" ll =: 1-7/64".1-1/16" — 3/8" 
3322 41/16” 3322 11/16” Il 1-7/64” 1-9/64" — 3/8” 
3324 3/4" ’ 4 4 3324 3/4” ll 1-7/64" 1-13/64” = 7/16" 
3326 13/16" 3326 13/16" Il —-1-11/64" 1-1/4", — 29/64" 
3328 7/8" 3328 7/8" ~—s Il_~=Ss«41-15/64" 1-3/8" — 1/2" 


TEN POINT SOCKETS FOR THOSE WHO 
USE SQUARE FASTENERS 

This exclusively designed socket is the only one for use 
on both SQUARE and HEX fasteners. 

Competitor designs look similar and can turn square 
nuts but NOT both. There is no need to buy two 
sockets of any particular size when ONE will do the job. 
Wright Ten Point design is the only socket that fits both 
types of nuts interchangeably. 

These DUAL purpose sockets provide full bearing and 
snug fit on both square and hex fasteners. 

A set of Wright TEN POINT sockets should be added 
to every set of tools. 


SOCKET DIMENSIONS 
eta BROACH DEPTH) (MIN. wasn DEPTH) 


SHAPE | SHAPE II 


3/8” Drive Sockets 


3/8” DRIVE 12 PT. 


STANDARD SOCKETS 


Part No. 


3112 
3114 
3116 
3118 
3120 
3122 
3124 
3126 
3128 
3130 
3132 


3/8” DRIVE 6 PT. DEEP 


SOCKETS 

Part No. Nom. Size 
3512 3/8” 
3514 CAAG? 
3516 Wwe 
3518 9/16” 
3520 5/8" 
3522 11/16” 
3524 3/4” 
3526 13/16" 


3/8” DRIVE 12 PT. DEEP 


SOCKETS 

Part No. Nom. Size 
3612 3/8” 
3614 7/16" 
3616 1f2” 
3618 9/16” 
3620 5/8” 
3622 raise" 
3624 3/4” 
3626 13/16” 
3628 TB” 


Nom. Size 


3/8" 
7/16" 
V2” 
9/16” 
5/8” 
11/16” 


DIMENSIONS 
PART —- NOM. 
NO. SIZE 
3112 3/8” 
3114 T/16" 
3116 172" 
3118 9/16” 
3120 5/8” 
3122 11/16” 
3124 3/4” 
3126 13/16” 
3128 7/8” 
3130 15/16” 
3132 y hs 
DIMENSIONS 
PART —NOM. 
NO. SIZE 
3512 3/8” 
3514 1/16" 
3516 v2” 
3518 9/16” 
3520 5/8” 
3522 11/16” 
3524 3/4" 
3526 13/716” 
DIMENSIONS 
PART —-NOM. 
NO. SIZE 
3612 3/8” 
3614 7/16” 
3616 1s2” 
3618 9/16” 
3620 5/8” 
3622 11/16” 
3624 3/4° 
3626 13/16” 
3628 7/8” 


SOCKET DIMENSIONS 


on 


SHAPE | 


— 
ite 


(MIN. BROACH DEPTH) 


SHAPE L 


1-1/8" 
1-1/8" 
1-178" 
1-1/8" 
1-1/8" 
1-1/8" 
1-1/8" 
1-3/16”" 
1-1/4" 
1-9/16" 
1-5/8" 


SHAPE L 


2-7/92" 
2-7/32" 
2-7/32" 
2-1/4" 
2-1/4" 
2-5/16" 
2-5/16" 
2-25/32” 


SHAPE a 


2-7/32" 
2-7/32" 
2-7/32" 
2-7/32” 
2-7/32" 
2-1/2" 
2-1/2” 
2-25/32”" 
2-7/8" 


Ds 


35/64" 
5/8" 
23/32” 
25/32 
7/8" 
15/16" 
1” 
1-1/16" 
1-9/64" 
1-1/4" 
1-5/16" 


Ds 


35/64" 
5/8" 
23/32" 
13/16" 
57/64" 
61/64" 
1-3/64”" 
1-1/16" 


Ds 


35/64” 
5/8" 
23/32” 
25/32” 
7/8" 
59/64” 
63/64” 
1-1/16" 
1-5/32” 


Dd 
5/8” 


55/64” 
59/64” 


wna, Pa 


ot 


SHAPE II 


(MIN. BROACH DEPTH) 


5/32” 
7/32” 
17/64” 
21/64” 
3/8” 
3/8" 
7/16" 
29/64” 
142" 
35/64” 
35/64” 


Bd 


5/32” 
7/32" 
17/64” 
11/32” 
3/8" 
3/8" 
7/16" 
29/64” 


Bd 
5/32” 
7/32” 
17/64” 
21/64” 
3/8" 
3/8" 
7/16" 
29/64” 
142" 
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3/8 


DRIVE 


3/8” Drive Sockets 


3/8” DRIVE 6 PT. SPARK 
PLUG HOLDING SOCKETS 


Part No. Nom. Size 

3588 18mm Spark 
Plug Holding 

3590 5/8” Spark 
Plug Holding 

3596 13/16"/21mm 
Spark Plug 
Holding 


3/8” DRIVE 6 PT. FLEX 
SOCKETS 


Part No. Nom. Size 
3712 3/8” 
3714 7/16" 
3716 1/2” 
3718 9/16” 
3720 5/8” 
3722 11/16” 
3724 3/4” 


3/8” DRIVE ALLEN TYPE 
SOCKETS WITH BITS 


Part No. Nom. Size 
3204 1/8” 
3205 5/32” 
3206 3/16” 
3207 ti32” 
3208 1/4*° 
3210 5/16" 
3212 3/8” 


3/8” DRIVE ALLEN TYPE 
SOCKETS WITH LONG BITS 


Part No. Nom. Size 
3246 3/16” 
3248 14” 
3252 3/8” 


yt 
@rel 

(MIN. BROACH DEPTH) 
SHAPE | 
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= Poo 
ute 


DIMENSIONS 
PART NOM. 
NO. SIZE SHAPE L Ds Dd Bd 
3588 18mm 2-1/2” 31/32” 3/4” Hex — 
3590 5/8” 2-1/2” 7/8” 3/4” Hex — 
3596 13/16"/ 2-5/8” 1-1/16"” 7/8” Hex — 
21mm 
DIMENSIONS 
PART NOM. 
NO. SIZE SHAPE L Ds Dd Bd 
3712 3/8” Il 1-23/32” 9/16” 3/4" = / 16" 
3714 7/16” II 1-23/32” 5/8” 3/4" 5/16" 
3716 1/2” ll 1-3/4” 3/4” 3/4” =‘ts382” 
3718 9/16” H] 1225/32" 25/32" 9/4" 3/8" 
3720 5/8” ll 1-27/32” 7/8" 3/4” =f 16" 
3722 11/16” I 1-29/32” 15/16” 3/4” 7/16” 
3724 3/4” ll 1-31/32” 1” 3/4” 172" 
DIMENSIONS 
PART NOM. 

NO. SIZE SHAPE L Ds Dd L1 
3204 1/8” | 2-3/32" 15/32” 5/8” 1 
3205 5/32” | 2-3/32” 15/382” 5/8" i 
3206 3/16” | 2-3/32” 115/32" 5/8” ba 
3207 7/32" | 2-3/32” 33/64" 5/8” 1” 
3208 1/4" | 2-3/32” 9/16” 5/8” a 
3210 5/16” | 2-3/32” 5/8" — i a 
3212 3/8” | 2-3/32” 11/16" — a 
DIMENSIONS 

A 
PART NOM. 

NO. SIZE SHAPE LE Ds Dd L1 
3246 3/16” | 2-11/16” 15/32” 5/8” 1-19/32” 
3248 1/4” | 2-11/16” 9/16” 5/8” 1-19/32” 
3252 3/8” | 2-11/16" 11/16” 11/16” 1-19/32” 


(MIN. BROACH DEPTH) 


SHAPE II 


fo etmEtfe 


SHAPE III 


3/8” DRIVE 6 PT. STANDARD 
METRIC SOCKETS 


SOCKET DIMENSIONS 


SHAPE | 


3/8” Drive Metric Sockets 


“Dd” & “Ds" 


OL 


SHAPE II 


a 


Part No. Nom. Size DIMENSIONS 
30-06mm 6mm 
30-07mm 7mm PART NOM. 
30-08mm 8mm NO. SIZE SHAPE L Ds Dd Bd 
30-09mm 9mm 30-06mm 6mm | 1-1/8" 25/64” 5/8” 5/32" 
30-10mm 10mm 30-07mm 7mm | 1-1/8” 7/16" 5/8” 5/32" 
30-11mm 11mm 30-08mm 8mm | 1-1/8" 15/32” 5/8” 13/64” 
30-12mm = =12mm 30-09mm 9mm | 1-1/8" 33/64" 5/8” 7/32" 
30-13mm =138mm 30-10mm 10mm | 1-1/8” 37/64” 5/8” 15/64” 
30-14mm = 14mm 30-11mm 11mm I} 1-1/8" = 5/8" — 9/32" 
30-15mm = =15mm 30-12mm 12mm Il 1-1/8” = 11/16” = 5/16” 
30-16mm 16mm 30-13mm 13mm Il 1-1/8” 47/64" = 5/16" 
30-17mm 17mm 30-14mm 14mm Il 1-1/8” 49/64” — 25/64” 
30-18mm =18mm 30-15mm 15mm Il 1-1/8" 27/32” = 25/64” 
30-19mm 19mm 30-16mm 16mm Il 1-1/8" = 7/8" — 13/32” 
30-17mm 17mm Il 1-1/8” 59/64” — 25/64” 
30-18mm 18mm Il 1-1/8” 31/32” = 13/32” 
30-19mm 19mm i) 17a" i" = 15/32” 
3/8” DRIVE 6 PT. DEEP 
METRIC SOCKETS 
. DIMENSIONS 
Part No. Nom. Size 
35-06mm 6mm PART NOM. 
35-07mm 7mm NO. SIZE SHAPE i Ds Dd Bd 
35-08mm 8mm 35-06mm 6mm | 2-7/32"” 25/64” 5/8" 5/32” 
35-09mm 9mm 35-07mm 7mm | 2-7/32" 27/64" 5/8" 5/32" 
35-10mm 10mm 35-08mm 8mm | 2-7/32” 29/64" 5/8" 3/16" 
35-11mm 11mm 35-09mm 9mm | 2:7/32" 1/2" 5/8” 15/64” 
35-12mm 12mm 35-10mm 10mm _ | 2-7/32” 9/16" 5/8” 15/64" 
35-18mm 13mm 35-11mm 11mm 2-7/32” 5/8” _ 9/32” 
35-14mm = 14mm 35-12mm 12mm _ Il 2-7/32" 43/64” — 5/16” 
35-15mm 15mm 35-13mm 13mm Il 2-7/32" 47/64” — 5/16" 
35-16mm 16mm 35-14mm 14mm _ il 2-7/32" 49/64” — 25/64” 
35-17mm 17mm 35-15mm 15mm il 2-7/30" 27/32" = 25/64” 
35-18mm 18mm 35-16mm 16mm il 2-7/32"” 7/8” == 25/64" 
35-19mm 19mm 35-17mm 17mm _ il 2-1/2" 59/64” — 25/64” 
35-18mm 18mm _ Il 2-1/2" 31/32" — 13/32” 
35-19mm 19mm Il 2-1/2" 63/64" — 7/16" 


“Bd”. 
(MIN. BROACH DEPTH) 


3/8” Drive Metric Sockets 


3/8” DRIVE ALLEN TYPE 
METRIC SOCKETS WITH BITS’ DIMENSIONS 


Part No. Nom. Size PART NOM. 
32-02mm 2mm NO. SIZE SHAPE L Ds Dd Li 
Sone Sen 32-02mm 2mm Il 2-3/32" 15/32" 5/8" 1" 
setomm Sm 32-02.5mm 2.5mm ill ~=—«-2-3/32". 15/32”. 5/8" 1" 
Soin = Amit 32-03mm = 3mm Il 2-3/32" 15/32" 5/8" = 1" 
205mm = Simm 32-04mm 4mm Il 2-3/32" 15/32" 5/8" = 1” 
esis (Sim bs 32-05mm 5mm Il  2-3/32" 15/32" 5/8" 1” 
a 6 é 32-06mm 6mm Il 2-8/32" 17/32" 5/8” = 1" 
erties = On 32-08mm 8mm Il = 28/82" 11/16" 11/16" 1” 
32-10mm 10mm Il 23/32" 11/16" 11/16" 1" 


SOCKET DIMENSIONS 


Pn emia ee 
@lELETO 


3/8” Drive Torx Sockets, Bits and Holders 


3/8” DRIVE TORX SOCKETS DIMENSIONS 


Part No. Description 


PART DR. SQ. HEAD 
9255 E-10 NO. SIZE SHAPE SIZE L Ds Dd 
ee El 9255 3/8” | E-10 1-1/4" 1/2" 11/16" 
9257 6 E14 9256 3/8" | E12 1-1/4" 5/8" 11/16" 
oe | (ESTS 9257 3/8" Il E14 1-1/4" 11/16" — 
9258 3/8" ll E-16 1-1/4" 3/4" 


SOCKET DIMENSIONS 


is 


"L" 


SHAPE | SHAPE II 
3/8” DRIVE TORX BITS DIMENSIONS 


Part No. Description 


PART HEX BIT 
9281 6mm Ribe NO. SIZE. SHAPE__—SIZE L 
9282 _—‘T-30 9281 5/16" | 6mm 1-1/8” 
9283 ~—‘T-40 5 9282 5/16” I T-30 1-1/8” 
9384 T-45 e 9283 5/16” ll T-40 18" 
9285 ~=T-47 e 9284 5/16” lI T-45 1-1/8” 
9286 ~=T-50 g 9285 5/16” II T-47 1-1/8" 
_9287 ~=—- T-55 9286 5/16” ll T-50 1-1/8” 
SOCKET DIMENSIONS 9287 7/16 ll T-55 1-1/8 


HEX “i HEX 


Ete a 5B Es o 


SHAPE | SHAPE II 
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3/8” Drive Metric Sockets 


3/8” DRIVE 
TORX BIT HOLDER 
Part No. Description 
9290 5/16” hex x 
3/8 Dr. 
Bit Holder 


3/8” DRIVE 6 PT. STANDARD 


SOCKET DIMENSIONS 


(MIN. BROACH DEPTH) 


SHAPE | 


DIMENSIONS 
PART _—DR.. SQ. HEX 

NO. SIZE SHAPE SIZE L Ds Dd 
9290 =3/8”" Il 5/16" 1-1/4” 9/16” 11/16” 


SOCKET DIMENSIONS 


SIZE 


SHAPE II 


3/8” Drive Impact Sockets 


IMPACT SOCKETS DIMENSIONS 
Part No Nom. Size aaa 
: PART 

“ f NO. SIZE SHAPE _L Ds Dd Bd 

a hain 3810 5/16" 1 1-1/16" 1/2" 47/64" 7/64" 

3816 4/2" 3812 3/8” | 1-1/16” 19/32” 47/64 5/92” 

aia ee 3814 7/16" | 1-1/16" 43/64" 47/64 7/32" 

we 3816 1/2" = I_:«*1-3/32" 3/4" — 13/64" 

3822 11/16’ 3818 9/16” Il 1-1/8” 55/64” — 1/4” 

Aaa pol 3820 5/8" —il_:*‘1-1/8" 59/64" — 9/32" 
3822 11/16” Il 1-1/8” 63/64” —_ 5/16” 
3824 3/4” Il 1-3/16" 1-3/64" — 23/64” 

3/8” DRIVE 6 PT. DEEP 

IMPACT SOCKETS DIMENSIONS 

Part No. Nom. Size — = 

: NOM. 

=a : sd : NO. SIZE SHAPE L Ds Dd Bd 

an ae? 3910 5/16" | 2-4/4" 1/2" 47/64" 3/32" 

3916 4/2” 3912 3/8” | 2-1/4” 19/32” 47/64” 7/64” 

3918 9/16” 3914 7/16” | 2-1/4” 43/64” 47/64” 13/64” 

3920 5/8” 3916 1/2” Il 2-1/4” 3/4” a 13/64” 

3999 11/16” 3918 9/16” | 2-1/4" 13/16” 55/64” 132" 

i ht 3920 5/8" | 2-1/4" 57/64" 59/64" 3/8" 
3922 11/16” Il 2-5/16” 61/64” — 3/8" 
3924 3/4” Il 2-5/16” 1-3/64" — 7/16” 


a te | 


“Dd" & “Ds”. 


On (Min, BROACH DEPTH 


SHAPE II 77 


3/8 
DRIVE 


3/8” Drive Impact Sockets 


3/8” DRIVE 6 PT. STANDARD LENGTH 


UNIVERSAL POWER SOCKETS a naling 

Part No. Nom. Size PART NOM. 

3852 3/8” NO. SIZE SHAPE L Ds Dd Bd 

3854 7/16" 3852 3/8” Ill 21/32” 7/8" 13/16” 7/64” 

3856 Wa" 3854 TL16" Ill 2-1/32"” 7/8" 13/16” 13/64” 

3858 9/16” 3856 a2" Ill 2-5/32" 7/8" 13716" 13/64” 

3860 5/8” 3858 9/16” Ill 2-5/32° 7/8" 13/16” 5/16" 

3862 11/16" 3860 5/8” Ill 2-9/32” 1” 13/16" 9/32” 

3864 3/4” 3862 11/16” sill 2-9/32” 1” 13/16” 5/16” 
3864 3/4” Ul 2-9/32” 1-1/8" 13/16” 11/32” 


3/8” DRIVE 6 PT. DEEP LENGTH 


UNIVERSAL POWER SOCKETS DIMENSIONS 
Part No. Nom. Size PART aes 
3952 3/8” ory) NO. SIZE SHAPE L Ds Dd Bd 


3954 7/16" 3952 =. 33/8" Il = =2-31/32"” 7/8” 13/16” 7/64 
3956 1/2” 3954 397/16" Il §2-31/32” 7/8" 13/16” 13/64 
3958 9/16” 3956 = 1/2" il = =2-31/32” 7/8" 13/16” 13/64 
3960 5/8” 3958 9/16” il 2-31/32” 7/8" 13/16” 5/16 
3962 11/16” 3960 5/8” lll = °S=1732" > 1" 13/16” 9/32 
3964 3/4” 3962 =6©11/16” =Ill 3-1/32” 1” 13/16” 5/16 
3964 3/4” Il = =3-1/382” 1-1/8" 13/16” 11/32 


3/8” Drive Metric Impact & Power Sockets 


3/8” DRIVE 6 PT. STANDARD 
IMPACT METRIC SOCKETS 


PART NOM. 

Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 

38-06mm 6mm 38-06mm 6mm | 1-1/8”. 25/64” 5/8” 5/32” 
38-07mm 7mm 38-07mm 7mm | 1-1/8” 29/64” 5/8" 3/16” 
38-08mm 8mm 38-08mm 8mm | 1-1/8” Wie 11/16” 15/64” 
38-09mm 9mm 38-09mm 9mm | 1-1/8” 9/16” 11/16” 15/64” 
38-10mm 10mm 38-10mm 10mm | 1-1/8” 39/64” 23/32” 9/32” 
38-11mm 11mm 38-11mm 11mm | 1-1/8” 43/64” 23/32" 9/32” 
38-12mm 12mm 38-12mm 12mm I 1-1/8” 45/64” os 5/16" 
38-13mm 13mm 38-13mm 13mm H 1-1/8” 3/4” — 5/16" 
38-14mm 14mm 38-14mm 14mm H 1-1/8” — 51/64” —_ 25/64” 
38-15mm 15mm 38-15mm 15mm Il 1-1/8” 27/32” —_ 7/16” 
38-16mm 16mm 38-16mm 16mm II 1-1/8" 57/64” — 7/16" 
38-17mm 17mm 38-17mm 17mm I 1-1/8” 15/16” — 15/32” 
38-18mm 18mm 38-18mm 18mm H 1-1/8” 63/64” oo 15/32” 
38-19mm 19mm 38-19mm 19mm ll 1-1/8” 1-1/32” — 33/64” 


a eel 


otha rife 


* “Bd” 
El BROACH DEPTH) (MIN. BROACH DEPTH) (MIN. BROACH DEPTH) 


’ SHAPE | SHAPE II SHAPE Ill 
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3/8” Drive Metric Impact & Power Sockets 


3/8” DRIVE 6 PT. DEEP 


IMPACT METRIC SOCKETS DIMENSIONS 
Part No. Nom. Size PART NOM. 
39-06mm 6mm NO. SIZE SHAPE L Ds Dd Bd 
30-07mm 7mm 39-06mm 6mm | 2-7/32” 25/64" 5/8" —-5/32” 
“coum Bint 39-07mm 7mm | 2-7/32" 29/64" 5/8" 3/16" 
co8Gmm ome 39-08mm 8mm | 2-7/32" 1/2" 11/16" 15/64" 
ina thc 39-09mm 9mm |  2-7/32" 19/32” 11/16" 15/64" 
aaa, ide 39-10mm 10mm | 2-7/32" 39/64” 23/32" 9/32" 
[otaam aaena 39-11mm timm |  2-7/32" 21/32" 23/32" 9/32" 
Saacmn faece 39-12mm 12mm Il _2-7/32" 23/32" — 9/32" w 
sod iden 39-13mm 13mm Il _2-7/32" 3/4" — 5/16" @ 2 
scar 45m 39-14mm 14mm Il -2-7/32" 51/64" — 5/16" S 
seater 46mm 39-15mm 15mm Il 2-7/32" 27/32" — 25/64" 
39-17mm 17mm 39-16mm 16émm Il _2-7/32" 57/64" — 7/16" 
Sean iene 39-17mm 17mm Il 2-1/2" 15/16" — 7/16" 
Seemm 15mm 39-18mm 18mm Il 2-1/2" 63/64" — 15/32" 
39-19mm 19mm Il 2-1/2" — 1-1/32" 15/32" 
3/8” DRIVE 6 PT. STANDARD 
LENGTH METRIC UNIVERSAL DIMENSIONS 
POWER SOCKETS ce 
etic, Novae NO. SIZE SHAPE _L Ds Dd Bd 
38-49mm 9mm Ill 2-1/32" 7/8" 13/16" 13/64" 
Poe 38-50mm 10mm Ill 2-1/32” 7/8" 13/16" 13/64” 
akin ifows 38-51mm 11mm Ill 2-1/32” 7/8" 13/16" 15/64" 
ea » aa 38-52mm 12mm ill 2-5/32” 7/8" 13/16" 15/64” 
cekeue. ‘ceca 38-53mm 13mm Ill 2-5/32” 7/8" 13/16" 9/32" 
pe aeee, den 38-54mm 14mm ill 2-5/32” 7/8" 13/16" 9/32" 
ea aan 38-55mm 15mm ll 2-9/32" 1” 13/16" 9/32” 
ae 4a 38-56mm 16mm Ill 2-9/32" 1” 13/16" 25/64" 
36-57mm 17mm 38-57mm 17mm Ill 2-9/32" 1” 13/16" 15/32" 
oESkram teem 38-58mm 18mm Ill 2-9/32" 1" 13/16" 15/32” 
eam a 38-59mm 19mm Ill 2-9/32” 1-1/8" 13/16" 15/32" 
3/8” DRIVE 6 PT. DEEP LENGTH METRIC 
UNIVERSAL POWER SOCKETS DIMENSIONS 
Part No. Nom. Size PART NOM. 
39-49mm 9mm NO. SIZE SIZE L Ds Dd Bd 
S6-Simne. Aden 39-49mm 9mm _—ill_-2-31/32” 7/8" 13/16" 13/64" 
SoS (hee 39-50mm 10mm Ill 2-31/32" 7/8" 13/16" 13/64” 
cocoa  toaun 39-51mm 11mm Ill 2-31/32" 7/8” 13/16" 15/64" 
6550s ean 39-52mm 12mm Ill 2-31/32" 7/8” 13/16" 15/64” 
Kean aan 39-53mm 13mm Ill 2-31/32" 7/8" 13/16" 9/32" 
Secor somes 39-54mm 14mm Ill 2-31/32" 7/8" 13/16" 9/32" 
SSsenm team 39-55mm 15mm ill 3-1/32" 1" 13/16" 9/32” 
39-57mm 17mm 39-56mm 16mm Ill 31/32" 1” 13/16" 25/64" 
pecian ine 39-57mm 17mm Ill 3-1/32" 1" 13/16" 15/32" 
<o5Geun we 39-58mm 18mm Ill 3-1/32" 1” 13/16" 15/32” 
39-59mm 19mm Ill 31/32" 1-1/8” 13/16" 15/32" 


SOCKET DIMENSIONS 


OIF Tato 


@lE. 


SHAPE II 


©TELj{10 


(MIN. BROACH DEPTH) 


“Bd” 
(MIN. BROACH DEPTH) (MIN. BROACH DEPTH) 
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Today’s Finest Tools 
Come From Wright 


Wright Tools are built on a 60-year heritage 
of strength, dependability, and innovation to 
ensure their lasting performance and service 
excellence. Consider these valuable 
features: 


Wright Ratchets 


Standard Series 400 


This amazing ratchet was pulled and ratcheted 1-1/3 
million times without measurable wear. After the 
test, it passed all specifications, including load car- 
rying capacity for a new ratchet. 


© Made of tough 4140 alloy steel, harder to forge, 
harder to machine, much more controllable to the 
correct hardening. All of this provides more durable 
and precise parts. 

e The shortest arc or handle swing and the smallest 
practical size head to give you the best of all condi- 
tions in tight places. 

¢ Cushion grip handles of nitrile are more comfortable 
to use and are safe in most solvents and greases. 

¢ Close tolerances provide little space for dirt, the 
worst enemy of ratchets. 

e An easily replaced center assembly doubles the life 
of the ratchet. Our ratchet lasts longer than others 
before renewal is necessary. 

¢ The ratcheting drag is just the right compromise, 
providing enough torque to prevent dirt from stop- 
ping the ratcheting action but not too much to make 
it necessary to hold the socket to make it ratchet. 


& 
STeE_ FORS 
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Wright Sockets 


e Made of hot forged 4140 alloy steel for toughness 
and dependability. 

e Larger sizes are hot extruded for even greater 
strength. 

e Precise atmospheric controlled heat treating. 

e Drilled lock holes for positive holding. 

e Chamfered drive and fastener openings. 


Wright Wrenches | 


e Made of hot forged 4140 alloy steel and fully hard- 
ened for extra strength and long wear. 

e Unique V-Notch open end fits four sides of nut to 
turn even rounded-corner hex nuts better. 

e Edges are rounded for pulling hard with comfort. 


Industrial and commercial products usually exceed 
government specifications. This does not meana 

cataloged product always conforms to the current 

government specification. We will be happy to quote 
or advise you on your specific requirements in these 
areas. We recommend you inquire prior to bidding to 
any specification. 


1/2” Drive Socket Sets 


1/2” DRIVE 12 PT. STD. SOCKET SET 
Set No. 417 - 15 Pieces 


Part No. Description 
12 Pt. Std. Sockets 

4114 7/16” 
4116 1/2" 
4118 9/16” 
4120 5/8” 
4122 11/16” 
4124 3/4” 
4126 13/16” 
4128 7/8" 
4130 15/16” 
4132 iH” 

4134 1-1/16” 
4136 1-1/8" 
4140 1-1/4” 
4400 Ratchet 
4405 5” Extension 
95 Metal Box 


1/2” DRIVE 12 PT. STD. SOCKET SET 
Set No. 418 - 12 Pieces 


Part No. Description 
12 Pt. Std. Sockets 

4114 7/16” 
4116 iwe" 

4118 9/16” 
4120 5/8” 
4122 11/16” 
4124 3/4" 

4126 13/16” 
4128 7/8” 

4130 15/16" 
4132 ii 

4400 Ratchet 
4405 5” Extension 
95 Metal Box 
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1/2” Drive Socket Sets 


1/2” DRIVE 12 PT. STD. SOCKET SET 
Set No. 420 - 16 Pieces 


Part No. Description 

12 Pt. Std. Sockets 

4114 7/16" 

4116 1/2” 

4118 9/16” CP ¢ WM MMPMDOS 
4122 11/16” 

4124 3/4” 

4126 13/16” 

4128 7/8" 


4130 15/16” 

eet ‘Tt NMAMNMON AOS 
4134 1-1/16”" 

4136 1-1/8” fo 

4140 4-1/4" ea A. ———— 
4400 Ratchet 

4405 5” Extension fate 

4596 13/16” Spark 


Plug Socket 
95 Metal Box 


1/2” DRIVE 12 PT. STD. SOCKET SET 
Set No. 422 - 17 Pieces 


Part No. Description 
12 Pt. Std. Sockets 
4114 7/16” 
4116 1/2" 
4118 9/16” 
4120 5/8" 
4122 11716" 
4124 3/4" 
4126 13/16” 
4128 7/8" 
4130 15/16” 
4132 A 
4134 1-1/16”" 
4136 1-1/8” 
4 4140 1-1/4” 
i) 4400 Ratchet 
| 4405 5” Extension 
i] 4438 Flex Handle 
a 4475 Universal 
{ 95 Metal Box 
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1/2” Drive Socket Sets 


1/2” DRIVE 12 PT. STD. SOCKET SET 
Set No. 423 - 18 Pieces 


Part No. Description 
12 Pt. Std. Sockets 

4114 T/16”" 
4116 172” 
4118 9/16” 
4120 5/8” 
4122 11/16” 
4124 3/4” 
4126 13/16” 
4128 7/8" 


ae, ANTM Ys 


4136 1-1/8" w 
4140 1-1/4" Y= 
4400 Ratchet a 3 
4405 5” Extension - 
4438 Flex Handle — 
4475 Universal 
4596 13/16” Spark 

Plug Socket 
95 Metal Box 


1/2” DRIVE 12 PT. STD. & DEEP SOCKET SET 
Set No. 425 - 25 Pieces, Including Box 


Part No. Description 
12 Pt. Std. Sockets 

4114 7/16” 
4116 2” 

4118 9/16” 
4120 5/8” 
4122 T1716" 
4124 3/4” 

4126 13/16” 
4128 7/8” 
4130 15/16” 
4132 ae 

4134 1-1/16” 
4136 1-1/8” 
4140 1-1/4" 

12 Pt. Deep Sockets 
4616 1/2” 
4618 9/16” 
4620 5/8” 

4622 11/16” 
4624 3/4” 
4626 13/16” 
4628 7/8" 

4630 15/16” 
4400 Ratchet 
4410 10” Extension 
4438 Flex Handle 
WT52 Metal Box 
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1/2” Drive Socket Sets 


1/2” DRIVE 12 PT. STD. & DEEP SOCKET SET 
Set No. 427 - 28 Pieces, Including Box 


Part No. Description 
12 Pt. Std. Sockets 
4114 7/16” 
4116 1/2” 
4118 9/16” 
4120 5/8” 
4122 11/16” 
4124 3/4" 
4126 13/16” 
4128 7/8” 
4130 15/16” 
4132 A 
4134 1-1/16" 
4136 1-1/8” 
4140 1-1/4" 
12 Pt. Deep Sockets 
4616 1/2” 


4618 9/16” i 
4620 5/8” | | a 
4622 11/16” WD 


2 2. _ nesocornnent 


4628 7/8” 

4630 15/16" 

4400 Ratchet 

4405 5” Extension 
4410 10” Extension 
4438 Flex Handle 
4445 Speeder 
4475 Universal 
WT17 Metal Box 


1/2” DRIVE 12 PT. STD. SOCKET SET 
Set No. 413 - 13 Pieces 


Part No. Description 
12 Pt. Std. Sockets 

4114 7/16” 
4116 1/2” 
4118 9/16” 
4120 5/8" 
4122 11/16" 
4124 3/4” 
4126 13/16” 
4128 7/8" 
4130 15/16” 
4132 1 

4134 1-1/16” 
4136 1-1/8” 
4140 1-1/4" 
151 Metal Tray 
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1/2” Drive Socket Sets 


1/2” DRIVE 6 PT. STD. SOCKET SET 
Set No. 414 - 13 Pieces 


Part No. Description 

6 Pt. Std. Sockets 

4014 7/16" 

4016 1/2" 

4018 9/16” 

4020 5/8” 

4022 11/16” 

4024 3/4” 

4026 13/16” 

4028 7/8" 

4030 15/16” 

4032 1" 

4034 1-1/16” 

4036 1-1/8” w 
4040 1-1/4” N = 
151 Metal Tray a) 


1/2” DRIVE 10 PT. STD. SOCKET SET 
Set No. 450 - 13 Pieces 


Part No. Description 
10 Pt. Std. Sockets 

4314 7/16" 
4316 ie" 
4318 9/16” 
4320 5/8” 
4322 11/16” 
4324 3/4” 
4326 13/16” 
4328 7/8" 
4330 15/16” 
4332 v 

4334 1-1/16” 
4336 1-1/8” 
4340 1-1/4” 
181 Metal Tray 
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1/2” Drive Socket Sets 


1/2” DRIVE 12 PT. DEEP SOCKET SET 
Set No. 402 - 11 Pieces 


Part No. Description 

12 Pt. Deep Sockets 

4616 12” 

4618 9/16” 

4620 5/8” 

4622 11/16” 

4624 3/4” 

4626 13/16” 

4628 7/8" Pu 

4630 15/16” ‘ 
4632 1 
4634 1-1/16" 

4636 1-1/8" | 
254 Clip Rail 


1/2” DRIVE 12 PT. DEEP SOCKET SET 
Set No. 409 - 8 Pieces 


Part No. Description 

12 Pt. Deep Sockets 

4616 1/2” 

4618 9/16” 

4620 5/8” 

4622 11/16” | 
4624 3/4" 
4626 13/16” | 
4628 7/8" 
4630 15/16" 
80 Metal Tray 


1/2” DRIVE & 6 PT. DEEP SOCKET SET 
Set No. 410 - 8 Pieces 


Part No. Description 

6 Pt. Deep Sockets | 
4516 1/2” 
4518 9/16” 
4520 5/8" | 
4522 11/16” | 
4524 3/4” 

4526 13/16” 

4528 7/8" 

4530 15/16” 
80 Metal Tray 
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1/2” Drive Metric Socket Sets 


1/2” DRIVE 12 STD. METRIC SOCKET SET 
Set No. 470 - 20 Pieces 


Part No. Description 

12 Pt. Std. Metric 

Sockets 

41-09mm 9mm 

41-10mm 10mm 

41-11mm 11mm 

41-12mm 12mm 

41-138mm 13mm 

41-14mm 14mm 

41-15mm 15mm 

41-16mm 16mm 

41-17mm 17mm in 

41-18mm 18mm 2 2% 2 ait Lb - w 
‘tenn 8m PTE LE LILLE LL LE eae 5 
41-20mm 20mm ‘gig sigial Pt Le Bo “6 
41-21mm 21mm 


41-22mm 22mm Ce —_————— 
41-24mm 24mm 4 ee 
41-27mm 


27mm 


41-30mm 30mm 
41-32mm 32mm 

4400 Ratchet 
4405 5” Extension 
95 Metal Box 


1/2” DRIVE 12 PT. STD. METRIC SOCKET SET 
Set No. 468 - 18 Pieces 


Part No. Description 
12 Pt. Std. 

Metric Sockets 
41-09mm 9mm 
41-10mm 10mm 
41-11mm 11mm 
41-12mm 12mm 
41-13mm 13mm 
41-14mm 14mm 
41-15mm 15mm 
41-16mm 16mm 
41-17mm 17mm 
41-18mm 18mm 
41-19mm 19mm 
41-20mm 20mm 
41-21mm 21mm 
41-22mm 22mm 
41-24mm 24mm 
41-27mm 27mm 
41-30mm 30mm 
41-32mm 32mm 


78 Metal Tray 
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1/2” Drive Impact Socket Sets 


1/2” DRIVE 6 PT. STD. IMPACT SOCKET SET 
Set No. 406 - 11 Pieces 


Part No. Description 
6 Pt. Std. Impact Sockets 
4814 7/16" 
4816 1/2” 
4818 9/16” 
4820 5/8” 
4822 11/16” 
4824 3/4” 
4826 13/16” 
4828 7/8" 
4830 15/16” 
4832 i 

4834 1-1/16” 
254 Clip Rail 


1/2” DRIVE 6 PT. STD. IMPACT SOCKET SET 
Set No. 408 - 7 Pieces 


Part No. Description 
6 Pt. Std. Impact Sockets 
4814 7/16” 
4816 1/2” 
4818 9/16” 
4820 5/8” 
4822 11/16” 
4824 3/4" 
4826 13/16” 

81 Metal Tray 


1/2” DRIVE 6 PT. STD. IMPACT SOCKET SET 
Set No. 411 - 11 Pieces 


Part No. Description 
6 Pt. Std. Impact Sockets 
4814 7/16” 
4816 1/2” 
4818 9/16” 
4820 5/8” 
4822 11/16” 
4824 3/4” 
4826 13/16” 
4828 7/8" 
4830 15/16” 
4832 1 

4834 1-1/16” 
151 Metal Tray 
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1/2” Drive Impact Socket Sets 


1/2” DRIVE 6 PT. STD. IMPACT SOCKET SET 


Set No. 415 - 13 Pieces 
Part No. Description 
6 Pt. Std. Impact Sockets 
4814 7/16" 
4816 1/2" 
4818 9/16” 
4820 5/8" 
4822 11/16" 
4824 3/4” 
4826 13/16” 
) 4828 7/8" 
4830 15/16” 
4832 
4834 1-1/16” oS 
4836 1-1/8” = cc 
4840 1-1/4” 
1151 Metal Tray 


1/2” DRIVE 6 PT. DEEP IMPACT SOCKET SET 
Set No. 405 - 9 Pieces 


Part No. Description 
6 Pt. Deep Impact Sockets 
4916 1/2” 
4918 9/16" 
4920 5/8” 
4922 11/16” 
4924 3/4” 
4926 13/16” 
4928 7/8" 
4930 15/16" 
4932 nl 
251 Clip Rail 


1/2” DRIVE 6 PT. DEEP SOCKET SET 
Set No. 407 - 14 Pieces 


Part No. Description 
6 Pt. Deep Impact Sockets 
4912 3/8" 
4914 G16" 
| 4916 2" 
4918 9/16” 
4920 5/8” 
4922 11/16” 
4924 3/4” 
| 4926 13/16” 
4928 7/8" 
. 4930 15/16” 
4932 q” 
* 4934 1-1/16” 
4936 1-1/8" 
4940 1-1/4” 
85 Metal Tray 
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1/2” Drive Impact Socket Sets 


1/2” DRIVE 6 PT. DEEP IMPACT SOCKET SET 
Set No. 412 -— 11 Pieces 


Part No. 


6 Pt. Deep Impact Sockets 


4912 
4914 
4916 
4918 
4920 
4922 
4924 
4926 
4928 
4930 
4932 
120 


Description 


3/8” 
7/16" 
12" 
9/16” 
5/8” 


Metal Tray 


1/2” Drive Metric Impact Socket Sets 


1/2” DRIVE 6 PT. STD. METRIC IMPACT SOCKET SET 
Set No. 466 - 16 Pieces 


Part No. 


Description 


6 Pt. Std. Metric Impact 


Sockets 


48-10mm 
48-11mm 
48-12mm 
48-13mm 
48-14mm 
48-15mm 
48-16mm 
48-17mm 
48-18mm 
48-19mm 
48-20mm 
48-21mm 
48-22mm 
48-23mm 
48-24mm 
48-27mm 
183 
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10mm 
11mm 
12mm 
13mm 
14mm 
15mm 
16mm 
17mm 
18mm 
19mm 
20mm 
2imm 
22mm 
23mm 
24mm 
27mm 
Metal Tray 


1/2” Drive Metric Impact Socket Sets 


1/2” DRIVE 6 PT. STD. METRIC IMPACT SOCKET SET 
Set No. 464 - 8 Pieces 


Part No. Description 
6 Pt. Std. Metric Impact 
Sockets 


48-16mm 16mm 
48-17mm 17mm 
48-18mm 18mm 
48-19mm 19mm 
48-21mm 21mm 
48-22imm 22mm 
48-24mm 24mm 
48-27mm 27mm 
86 Metal Tray 


1/2 
DRIVE 


1/4” DRIVE 6 PT. DEEP METRIC IMPACT SOCKET SET 
Set No. 467 - 16 Pieces 


Part No. Description 
6 Pt. Deep Metric Impact 
Sockets 

49-10mm 10mm 
49-11mm 11mm 


49-12mm 12mm 
49-13mm 13mm 
49-14mm 14mm 
49-15mm 15mm 
49-16mm 16mm 
49-17mm 17mm 
49-18mm 18mm 
49-19mm 19mm 
49-20mm 20mm 
49-21mm 21mm 
49-22mm 22mm 
49-23mm 23mm 
49-24mm 24mm 
49-27mm 27mm 
182 Metal Tray 


1/2” DRIVE 6 PT. DEEP METRIC IMPACT SOCKET SET 
Set No. 465 - 8 Pieces 


Part No. Description 
6 Pt. Deep Metric Impact 
Sockets 


49-16mm 16mm 
49-17mm 17mm 
49-18mm 18mm 
49-19mm 19mm 
49-21mm 21mm 
49-22mm 22mm 
49-24mm 24mm 
49-27mm 27mm 
120 Metal Tray 
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1/2” Drive Handles & Attachments 


RATCHETS 
Part No. Series 
4400 400 
4425 400 
4426 400 
4480 80 
34426 400 


Description 


Nitrile Handle 

Extra Long 

Knurled Steel Handle 
Open Head 

Black Knurled Steel Handle 


RENEWAL KITS 


One piece, foolproof. Just drop into 
place. Extends life of ratchet. On- 
the-spot purchase eliminates 


waiting for repair. 


Part No. 
4401 


Description 
For all 400 Series 


Ratchets 


4481 
34401 


EXTENSIONS 


For 4480 Ratchets 
For 34426 Ratchet — Black 


Stem thickness reduced for 


clearance 

Part No. Description 
4402 2” 

4405 5" 

4410 10” 

4420 20” 
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Length 
Overall 


10-1/2” 


10-1/2” 
10-1/4” 


Handle No. of 
Swing Arc Teeth 
1-1/4" = 45 
2” 45 
1-1/4" 45 
3-1/4” 30 
1-1/4” 45 


Head 
Diameter 


1-5/8" 
1-5/8" 
1-5/8” 
1-5/16" 
1-5/8” 


Renewal 
Kit No. 
4401 
4401 
4401 
4481 
34401 


ee ee ee 


1/2” Drive Handles & Attachments 


WOBBLE EXTENSIONS 


Part No. Description 
4409 1-1/2” 


FLEX HANDLES 


Parts are chrome plated before 
assembly to eliminate rust 
formation between fork and square. 4434 
Steel pin and tension washer 
construction for extra strength. No 
binding or locked joints. o- 


Ww 
ie x = 
Part No. Description 4435 "9 
4434 24” Knurled Steel 
Handle 
4435 18” Knurled Steel 
Handle 
4438 18” Nitrile Handle 
4438 
SLIDING T 
Head held in place with friction ball fa 
so it can slide to ends of bar with 
no overhang. Works in tighter 
places. 
Part No. Description 
4443 10!” 
ADAPTOR 


For interchanges of sockets and 
attachments form one drive size to 


another. 

Part No. Description 

4453 1/2” Fx 3/8" M 
SPEEDER 


Designed for one hand operation. 
Head fits in palm of hand while 
thumb spins shaft. 


Part No. Description 
4445 17-1/4” 


1/2” Drive Handles & Attachments 


UNIVERSAL 


Built in spring tension for easy 
application to nut. No binding 
or locked joints. No sharp 


corners. 
Part No. Description 
4475 Universal 


1/2” Drive Impact Attachments 


IMPACT UNIVERSAL JOINT 


Part No. Description 

4800 Universal 

IMPACT ADAPTORS 

Part No. Description 

4900 1/2” F x 3/8”M 
(Ball Lock) 

4902 1/2”F x 3/4"M 
(Ball Lock) 


IMPACT EXTENSIONS 


Part No. Description 

4905 5" 

4909 10” (Ball) 

4910 DAY V2 FX 
3/8” M Special 
Applications 
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1/2” Drive Sockets 


1/2” DRIVE 6 PT. STD. DIMENSIONS 

SOCKETS PART NOM. 

Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 
4012 3/8” 4012 3/8” | 1-15/32” 5/8” 15/16” = 5/32” 
4014 7/16" 4014 7/16” | 1-15/32” 45/64” 15/16" 7/32” 
4016 4/2" 4016 1/2” | 1-15/32”" 25/32" 15/16" 7/64” 
4018 9/16” 4018 9/16” | 1-15/32” 55/64” 15/16" 21/64” 
4020 5/8" 4020 5/8” I] 1-15/32” 15/16" — 3/8” 
4022 11/16” 4022 11/16” I 1-1/2” i” —_ 3/8" 
4024 3/4" 4024 3/4” I 1-1/2” 1-5/64” — 7/16" 
4026 13/16” 4026 13/16” I} 1-9/16" = 1-5/32"  — 29/64” 
4028 7/8" 4028 7/8" Il 1-5/8” 1-7/32”" — Wwe” 
4030 15/16” 4030 15/16” Il 1-5/8” 1-19/64” — 35/64” 
4032 4” - 4032 1” Ill 1-11/16” 1-23/64” 1-5/64" 35/64” 
4034. 1-1/16” 4034 1-1/16” Ill 1-3/4” 1-7/16” 1-3/32” 5/8” 
4036 1-1/8” 4036 ~=—-1-1/8” Ill 1-18/16”" 1-1/2” 1-7/64"” 21/32” ww 
4040 4-1/4" 4040 = 1-1/4” Ill 1-59/64” 1-41/64” 1-1/8” 3/4” =e 
1/2” DRIVE 12 PT. STD. DIMENSIONS 

SOCKETS PART NOM. 

Part No. — NO. SIZE SHAPE L Ds Dd Bd 
4112 3/8" 4112 3/8” | 1-15/32” 37/64” 13/16" 5/32" 
4114 7/16" 4114 7/16” | 1-15/32” 41/64” 13/16" 7/32" 
4116 4/2" 4116 1/2” | 1-15/32” 23/32" 13/16" 17/64" 
4118 9/16” ; 4118 9/16" Il 1-15/32” 13/16" — 21/64" 
4120 5/8" 4120 5/8” I] 1-15/32” 7/8” — 1-15/32” 
4122 11/16” 4122 11/16” Il 1-15/32” 31/32" — 1-15/32” 
4124 3/4" 4124 3/4” I} 1-15/32” 1-1/16" — 1-15/32” 
4126 13/16" 4126 13/16” I] 1-9/16" 1-1/8” — 1-9/16" 
4128 7/8" 4128 7/8" Il 1-5/8” 1-11/64” — 1/2” 
4130 15/16” 4130 15/16” Il 1-5/8” 1-1/4” — 35/64” 
4132 4” 4132 1” I 1-11/16"” 1-5/16" — 35/64” 
4134 1-1/16” 4134 1-1/16” Ill 1-3/4” 1-13/32” 1-3/32” 5/8” 
4136 1-1/8” 4136 = 1-1/8” Hl = 1-138/16"” 1-1/2” 1-7/64"” 21/32” 
4138 1-3/16” 4138 1-3/16" Ill 1-7/8” 1-37/64" 1-7/64"” 21/32” 
4140 1-1/4" 4140 = 1-1/4” Ill 1-59/64” 1-13/16"” 1-1/8” 3/4” 
4142 1-5/16” 4142 1-5/16” Ill 2” 1-13/16" 1-3/16" 13/16” 
4144 4-3/8" 4144 = 1-3/8” Wl 2” 1-7/8” 1-1/4” 55/64” 
4146 1-7/16" 4146 1-7/16”" Ill 2-1/16" 1-15/16” 1-3/8” 29/32” 
4148 4-1/2" 4148 =1-1/2” Ill 2-1/8” oe 1-3/8” 1-1/16” 


SOCKET DIMENSIONS 


“Ba” "ea" 
(MIN. BROACH DEPTH) (MIN. BROACH DEPTH) (MIN. BROACH DEPTH) 


SHAPE | SHAPE II SHAPE III 
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1/2” Drive Sockets 


1/2” DRIVE 10 PT. SQ. STD. SOCKETS DIMENSIONS 

PART ——- NOM. 
Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 
4312 3/8” 4312 3/8” | 1-15/32” 47/64” 13/16" 5/32" 
4314 7/16" 4314 T/16" Il 1-15/32” 13/16” — Vise” 
4316 172" 4316 172° Il =1-15/32” 7/8” — 17/64” 
4318 9/16” 1 4318 9/16” Il -1-15/32” 31/32” —_ 21/64” 
4320 5/8" 4320 5/8" Il 1-15/32” 1-1/16" — 3/8” 
4322 11/16" 4322 11/16" ll 1-15/32” 1-11/64” — 3/8” 
4324 3/4” 4324 3/4” Il 1-15/32” 1-1/4” — 7/16" 
4326 13/16” 4326 13/16” Il 1-9/16" = 1-5/16"  —— 1/2” 
4328 7/8” 4328 7/8" Il = 1-5/8” 1-13/32” 1-3/32” 35/64” 
4330 15/16” 4330 15/16” Wl = 1-11/16” 1-37/64” 1-1/8" 5/8” 
4332 ili 4332 la Il = 1-374” 1-21/32” 1-1/8” 21/32” 
4334 1-1/16” 4334 1-1/16” Ill 1-7/8” 1-47/64” 1-3/16" 3/4” 
4336 1-1/8” 4336 1-1/8” It 2° 1-53/64” 1-1/4” — 
4340 1-1/4” 4340 1-1/4" Ill 2-1/8" 1-61/64” 1-1/4” _ 


TEN POINT SOCKETS FOR THOSE WHO 
USE SQUARE FASTENERS 


This exclusively designed socket is the only one 
for use on both SQUARE and HEX fasteners. 
Competitor designs look similar and can turn 
square nuts but NOT both. There is no need to buy 
two sockets of any particular size when ONE will 
do the job. 

Wright Ten Point design is the only socket that fits 
both types of nuts interchangeably. 

These DUAL purpose sockets provide full bearing 
and snug fit on both square and hex fasteners. 

A set of Wright TEN POINT sockets should be 
added to every set of tools. 


) [To] 


SOCKET DIMENSIONS 


Ole ©rel 


“Bd” “Ba” 
(MIN. BROACH DEPTH) (MIN. BROACH DEPTH) (MIN. BROACH DEPTH) 


SHAPE | SHAPE II SHAPE Ill 
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1/2” Drive Sockets 


1/2” DRIVE 6 PT. DEEP DIMENSIONS 

SOCKETS PART NOM. 

Part No. Now. Rien NO. SIZE SHAPE L Ds Dd Bd 
4514 7/16" 4514 7/16” 1 3-1/4” 45/64” 15/16” 7/32” 
4516 4/2" 4516 1/2” | 3-1/4” 25/32” 15/16” 17/64” 
4518 9/16” 4518 9/16” 1 3-1/4” 55/64” 15/16" 21/64” 
4520 5/8” 4520 = 5/8” Il 3-1/4” 15/16" — 3/8" 
4522 41/16” 4522 11/16” Il 3-1/4" 1” — 3/8" 
4524 3/4" 4524 83/4” Il 3-1/4” 1-5/64” — 7/16" 
4526 13/16” 4526 13/16” Il 3-1/4” 1-5/32” — 29/64" 
4528 7/8" 4528 3877/8" Il 3-1/4” 1-7/32”"  — We” 
4530 45/16” 4530 15/16” Il 3-1/4” 1-19/64” — 35/64” 
4532 1” 4532 =1” Il = 3-1/4” 1-23/64” 1-3/32"” 35/64” 
4534 {-1/16" 4534 1-1/16” Ill 3-1/4” 1-7/16" 1-3/32” 5/8" 
4536 1-1/8” 4536 1-1/8” Ill 3-1/4” 11/2" 1-7/64"” 21/32" 
4540 1-1/4" 4540 ~=1-1/4” Il 3-1/4” 1-41/64” 1-1/8" 3/4” 
1/2” DRIVE 12 PT. DEEP DIMENSIONS 

SOCKETS PART —NOM. 

Part No. New, Sea NO. SIZE SHAPE L Ds Dd Bd 
4616 4/2" 4616 1/2” | =3-1/16" 23/32" 13/16" 17/64” 
4618 9/16” 4618 9/16” I} 3-1/16" 13/16" — 21/64” 
4620 5/8” 4620 5/8” Il 3-1/16" 7/8” — 3/8” 
4622 11/16” 4622 11/16” Il 3-1/16” 31/32" — 3/8" 
4624 3/4" 4624 §=3/4”" Il 3-1/16" = 1-3/64"  — 7/16" 
4626 13/16” 4626 13/16” Il 3-1/16" 1-7/64" — 29/64" 
4628 7/8" 4628 7/8" Il 3-1/16" = 1-11/64”  — 172" 
4630 15/16” 4630 15/16” Il 3-1/16" 1-1/4” — 35/64” 
4632 4” 4632 1” Il =3-1/16" =1-5/16" = 1-3/32” 35/64” 
4634 1-1/16” 4634 1-1/16” Ill 3-1/16” 1-13/32” 1-7/64” 5/8” 
4636 1-1/8” 4636 = 1-1/8” Il = 3-1/16" = 1-1/2” 1-7/64” 21/32” 


1/2” DRIVE 6 PT. SPARK PLUG 
HOLDING SOCKETS = DIMENSIONS 


Part No. Nom. Size PART NOM. 
4596 13/16" NO. SIZE SHAPE iL Ds Dd Bd 
Spark Plug 4596 13/16” Ill 2-5/8” 1-1/16” 7/8” hex 1/4” 
Holding 4598 118° Ill 2-5/8” 1-3/16" 7/8” hex 5/32” 
4598 7/8" 
Spark Plug 
Holding 


SOCKET DIMENSIONS 


oe ie, PS ~ 4 
110 OLE. ete [fo 


“Bd” 
(MIN. BROACH DEPTH) (MIN. BROACH DEPTH) (MIN. aRoAGS DEPTH) 


SHAPE | SHAPE II SHAPE III 
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1/2 


DRIVE 


1/2” Drive Sockets 


1/2” DRIVE ALLEN TYPE DIMENSIONS 

SOCKETS WITH BITS ~— — 

Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 

4216 2” 4216 172” | 2-15/32” 15/16” — 1? 

4218 9/16” 4218 9/16” | 2-15/32” 15/16” = 1” 

4220 5/8” 4220 5/8” | 2-1/2" 1-1/16” — baad 
| 


42-17mm 17mm 2-1/2" 1-1/16” _ 1” 


OTE LE 


SHAPE | 


42-17mm 17mm 


1/2” Drive Metric Sockets 


1/2” DRIVE 12 PT. STD. DIMENSIONS 

METRIC SOCKETS PART NOM. 

alka. Sikses: Sites NO. SIZE SHAPE L Ds Dd Bd 
41-09mm omm 41-09mm 9mm | 1-15/32” 33/64” 13/16” 7/32" 
41-10mm 40mm 41-10mm 10mm | 1-15/32” 37/64” 13/16” 15/64” 
41-14mm 11mm 41-114mm 11mm | 1-15/32” 41/64” 13/16” 9/32” 
41-12mm 12mm : 41-12mm 12mm | 1-15/32” 11/16” 13/16" 5/16” 
ae. “aati 41-13mm 13mm |  1-15/32" 47/64" 13/16 5/16" 
41-14mm 144mm 41-14mm 14mm ll 1-15/32” 13/16” —_— 11792” 
ee ent 41-15mm 15mm il 1-15/32" 55/64" — 11/32” 
es Gan 41-16mm 16mm il 1-15/32" 7/8"  — 3/8" 
41-17mm 17mm 41-17mm 17mm Il 1-15/32” 15/16” — 3/8” 
“diem tareen 41-18mm 18mm Il 1-15/32" 1” we 13/32" 
digs ac oh 41-19mm 19mm Il 1-15/32" 1-1/16" — 7/16" 
pi a _ 41-20mm 20mm il 1-1/2"  1-3/32"  — 29/64" 
aden san 41-21mm 21mm il 1-9/16" 1-9/64"  — 15/32" 
Mare scum 41-22mm 22mm il 1-5/8"  1-11/64" — 1/2" 
41-24mm 24mm 41-24mm 24mm Il 1-5/8” 1-1/4” — 35/64” 
41-27mm 27mm 41-27mm 27mm Il 1-3/4” 1-13/382” 1-3/32” 5/8” 
41-30mm 30mm 41-30mm 30mm ll 1-7/8” 1-37/64” 1-1/8” 21/32” 
41-32mm 32mm 41-32mm 32mm Ill 1-59/64” 1-21/32” 1-1/8” 3/4” 


SOCKET DIMENSIONS 


“be 
on ian: 6 


“Bd” "Ba" 
(MIN. BROACH DEPTH) (MIN. BROACH DEPTH) (MIN. BROACH DEPTH) 


SHAPE | SHAPE II SHAPE Ill 
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1/2” Drive Impact Sockets 


1/2” DRIVE 6 PT. STD. DIMENSIONS 

IMPACT SOCKETS cee laa 

Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 

4814 7/16" 4814 7/16" | 1-15/32” 45/64” 15/16" 7/32" 
4816 4/2" 4816 1/2” | 1-15/32” 25/32” 15/16" 7/64" 
4818 9/16” 4818 9/16" | 1-15/32” 55/64” 15/16" 21/64" 
4820 5/8" 4820 5/8” Il 1-15/32” 15/16" — 3/8” 

4822 11/16” 4822 11/16" | 1-1/2" 1° wee 3/8” 

4824 3/4" 4824 3/4” if ie isn — 7/16" 
4826 13/16” 4826 13/16” Il 1-9/16" 1-5/32”" — 29/64” 
4828 7/8" 4828 7/8" i 7-5/8°  1-7/927 — 1/2" 

4830 15/16” 4830 15/16” Il 1-5/8” 1-19/64" — 35/64” 
4832 1” 4832 1” Ill 1-11/16” 1-23/64” 1-5/64” 35/64” 
4834 1-1/16" 4834 1-1/16" Ill 1-3/4" 1-7/16"” 1-3/32”. 5/8” 

4836 4-1/8” 4836 1-1/8” Ill 1-138/16" 1-5/8" 1-3/8" 21/32” 
4840 4-4/4" 4840 1-1/8” Ill 1-15/16” 1-3/4" 1-3/8" 3/4” 

1/2” DRIVE 6 PT. DEEP DIMENSIONS 

IMPACT SOCKETS ie ae 

Part No. — NO. SIZE SHAPE L Ds Dd Bd 

4912 3/8" 4912 3/8” | 3-4/4" 5/8” 15/16" 5/32” 
4914 7/16" 4914 7/16" | 3-1/4" 45/64" 15/16" 7/32” 
4916 4/2" 4916 1/2” | 3-1/4" 13/16" 15/16" 17/64” 
4918 9/16” 4918 9/16" | 3-1/4" 55/64” 15/16" 21/64" 
4920 5/8” 4920 5/8” N S44" 166" = 3/8” 

4929 11/16" 4922 11/16" Il 3-1/4" 1” _ 3/8” 

4924 3/4" 4924 3/4” Il 3-1/4" 1-5/64" — 7/16" 
4926 13/16” 4926 13/16” Il 3-1/4" 1-5/32"  — 29/64" 
4928 7/8" 4928 7/8” i. aire" 1772" — 1/2" 

4930 15/16" 4930 15/16” Il 3-1/4” 1-19/64" — 35/64” 
4932 4” 4932 1” Ill 3-1/4” 1-23/64” 1-3/8" 35/64” 
4934 4-1/16" 4934 1-1/16" Ill 3-1/4” 1-7/16" 1-3/8" 5/8” 

4936 4-1/8” 4936 1-1/8” Ill 3-1/4" 1-1/2". 1-3/8" ~=—-21/32”" 
*A940 4-4/4" 4940 1-1/4” Ill 3-1/4” 1-41/64" 1-3/8" = 3/4” 


*Not Recommended For 
Dayton Wheel Use. 


SOCKET DIMENSIONS 


othiate Ste © e © 


“pa” 
(MIN. BROACH DEPTH) (MIN. BROACH DEPTH) (MIN. BROACH DEPTH) 


SHAPE | SHAPE II SHAPE III 
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1/2 Drive Impact Sockets 


1/2 DRIVE “FLIP” RYERETS 


DEEP IMPACT 


Part No. Nom. Size 

4990 3/4” x 13/16” 
“Flip” Socket 
for Wheel Lug 
Nuts 


1/2 DRIVE 5 PT. BLACK 
PENTA SOCKET 


DIMENSIONS 
NOM. 
SIZE SHAPE L Ds Dd Bd 
3/4x — 2-1/4 1-1/4 = = 
13/16 
EEE 
DIMENSIONS 
PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE ie Ds Dd Bd 
9076 13/16 9076 13/16 ll 2 1-1/8 — 13/16 
5 Pt. 5 pt. 
Socket 


1/2Drive Metric Impact Sockets 


1/2 DRIVE 6 PT. STD. 
IMPACT METRIC SOCKETS 


Part No. Nom. Size 
48-10mm 10mm 
48-11mm 11mm 
48-12mm 12mm 
48-138mm 13mm 
48-14mm 14mm 
48-15mm 15mm 
48-16mm 16mm 
48-17mm 17mm 
48-18mm 18mm 
48-19mm 19mm 
48-20mm 20mm 
48-21mm 21mm 
48-22mm 22mm 
48-23mm 23mm 
48-24mm 24mm 
48-27mm 27mm 


DIMENSIONS 

PART NOM. 

NO. SIZE SHAPE L Ds Dd Bd 
48-10mm 10mm | 1-15/32 21/32 15/16 5/16 
48-11mm 11mm | 1-15/32 23/32 15/16 9/32 
48-12mm 12mm | 1-15/32 49/64 15/16 21/64 
48-13mm 13mm | 1-15/32 13/16 15/16 21/64 
48-14mm 14mm | 1-15/32 7/8 31/32 13/32 
48-15mm 15mm | 1-15/32 29/32 31/32 13/32 
48-16mm 16mm Il 1-15/32 31/32 — 15/32 
48-17mm 17mm Il 1-1/2 1 -— 3/8 

48-18mm 18mm Il 1-1/2 1-3/64 —_ 29/64 
48-19mm 19mm Il 1-9/16 1-3/32 — 29/64 
48-20mm 20mm Il 1-9/16 1-5/32 — 29/64 
48-21mm 21mm Il 1-9/16 1-3/16 oo 15/32 
48-22mm 22mm Il 1-5/8 1-1/4 — 35/64 
48-23mm 23mm Il 1-11/16 1-5/16 —_ 35/64 
48-24mm 24mm Il 1-11/16 1-5/16 — 35/64 
48-27mm 27mm ll 1-138/16 1-31/64 1-7/64 21/32 


SOCKET DIMENSIONS 


etka rato 


ETA BROACH DEPTH) 
SHAPE | 
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Sté 


“Bd” 
(MIN. BROACH DEPTH) 


“Bd” 
(MIN. BROACH DEPTH) 


SHAPE II SHAPE III 


1/2” Drive Metric Impact Sockets 


1/2” DRIVE 6 PT. DEEP 
IMPACT METRIC SOCKETS DIMENSIONS 


PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 
49-10mm 10mm 49-10mm 10mm | 3-3/32" — — 5/16” 
49-11mm 11mm 49-11mm 11mm | 3-3/32”" — —- 9/32” 
49-12mm 12mm —— 49-12mm 12mm | 3-3/32" — — 21/64” 
49-13mm 13mm 49-13mm 13mm | 3-3/32” 13/16” 15/16” 21/64” 
49-14mm 14mm 49-14mm 14mm l 23/382" 7/38" 31/32 13/32” 
49-15mm 15mm 49-15mm 15mm 1 3-3/32” 29/32” 31/32 13/32” 
49-16mm 16mm 49-16mm 16mm Il 3-3/32” 31/32” — 15/32" 
49-17mm 17mm 49-17mm 17mm Il @-3/7382” 1° ao 31/64” 
49-18mm 18mm 49-18mm 18mm Il 3-3/32” 1-3/64" — 29/64” 
49-19mm 19mm 49-19mm 19mm Il 3-3/32” 1-3/32”" — 29/64” 
49-20mm 20mm 49-20mm 20mm Il 3-3/32” 1-9/64" — 29/64” 
49-21mm 21mm 49-21mm 21mm Il 3-3/382” 1-3/16" — 15/32” 
49-22mm 22mm 49-22mm 22mm Il 3-3/32"” 1-1/4” a 35/64” 
49-23mm 23mm 49-23mm 23mm Ill 3-3/382” 1-5/16" 1-7/64” 35/64” 
49-24mm 24mm 49-24mm 24mm Ill 3-3/32” 1-5/16" 1-7/64” 35/64” 
49-27mm 27mm 49-27mm 27mm Ill 3-3/32” 1-31/64" 1-7/64” 21/32” 
49-30mm 30mm 49-30mm 30mm Ill 3-1/4” 1-41/64” 1-1/8” 7/8" 
49-36mm 36mm 49-36mm 36mm Ill 3-7/16” 2-5/32” 1-37/64" 7/8” 
1/2” DRIVE FLIP SOCKETS 
DEEP IMPACT DIMENSIONS 

PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE u Ds Dd Bd 
48-91mm 19mm x 21mm Stem 48-91mm 19mmx — 2-1/4” 1-1/4” os a 


21mm 


“Flip” Socket 
for Wheel 
Lug Nuts 


SOCKET DIMENSIONS 


olf rato Ste @t 


“Ba” “Bd” 
ome: BROACH DEPTH) (MIN. BROACH DEPTH) (MIN. BROACH DEPTH) 
SHAPE | 


SHAPE II SHAPE III 
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1/2” Drive Torx Bits and Holders 


1/2” DRIVE TORX BITS 


Part No. Description 
9287 T-55 
7/16” hex x 
1-1/8” long 


1/2” DRIVE BIT HOLDER 


Part No. Description 
9291 7/16” hex x 
1/2 Dr. 
Bit Holder 


WRIGHT 1-50 


DIMENSIONS 


HEX AL 
SIZE 


PART HEX BIT 
NO. SIZE SIZE L. 


9287 7/16" T-55 1-1/8” 


DIMENSIONS 


4+ Q 


a HEX 


SIZE 


SIZE 


PART DR. SQ. HEX 
NO. SIZE SIZE L Dd Ds 
9291 1/2" 7/16" 1-1/2” 7/8 11/16” 
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3/4” Drive Socket Sets 


3/4” DRIVE 12 PT. STD. SOCKET SET 
Set No. 614 - 12 Pieces 


Part No. Description 

12 Pt. Std. Sockets 

6128 7/8" 

6130 15/16” 

6134 1-1/16” 

6136 1-1/8” RE See See a cor eos ae 
alps Lgl @® & @ A G A ay A a Ah 

6142 1-5/16” ee Oe OOS ONO 

6144 1-3/8” a — 
6146 1-7/16" ye 

6148 1-1/2” 

6152 1-5/8” 

6400 Ratchet ; @ 

6408 8” Extension AAnAAPe yj 3) 

96A Metal Box = oe & 


3/4” DRIVE 12 PT. STD. SOCKET SET 
Set No. 617 - 17 Pieces 


Part No. Description 

12 Pt. Std. Sockets 

6128 7/8" 

6130 15/16" 

6134 1-1/16” 

6136 1-1/8" 

6140 1-1/4" 

6142 1-5/16” 

6144 1-3/8” 

6146 1-7/16" 

6148 1-1/2” 

6152 1-5/8” 

6156 1-3/4" 

6158 1-13/16” 

6160 1-7/8" 

6164 2 7 WET eh 
6400 Ratchet ee ae i TT T mn 
6408 8” Extension amas 
6435 Flex Handle 


237 Metal Box ———————— Tl fT ut m 
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3/4” Drive Socket Sets 


3/4” DRIVE 12 PT. STD. SOCKET SET 
Set No. 623 - 22 Pieces 


Part No. Description 

12 Pt. Std. Sockets 

6128 7/8" 

6130 15/16” 

6132 i a 

6134 1-1/16" ee steve 

6136 1-1/8” : 

6138 1-3/16" \ 

6140 4-1/4" PIADIDS 

6142 1-5/16” — BT ig 

6144 1-3/8” (se ~ 

6146 1-7/16” ED 

2 TOOT ODOND 

6150 1-9/16” ? 

6152 1-5/8” 

6154 4-11/16" nam leon 

6156 1-3/4” 

6158 1-13/16” Y 

6160 1-7/8" ——————— 

6164 2" ; 

6400 Ratchet 

6403 3-1/2” Tl | 
Extension 

6408 8” Extension 

6443 Sliding T 

237 Metal Box 

3/4” DRIVE 12 PT. STD. SOCKET SET 

Set No. 631 - 31 Pieces 

Part No. Description Part No. Description 

12 Pt. Std. Sockets 12 Pt. Std. Sockets 

6128 7/8" 6160 1-7/8" 

6130 15/16” 6164 2" 

6132 i hi 6166 2-1/16" 

6134 1-1/16" 6168 2-1/8" 

6136 1-1/8” 6170 2-3/16" 

6138 1-3/16" 6172 2-1/4" 


6140 1-1/4" 6176 2-3/8" 

6142 1-5/16" 6400 Ratchet 

6144 1-3/8" 6403 3-1/2" Ext. 7 Dt i iit nt i P hue 
6146 1-7/16" 6408 8” Ext. 

6148 4-1/2" 6416 16” Ext. 
6150 19/16" 6435 Flex Handle MITT oORAeT ag 


6152 1-5/8" 6440 Bull Bar 


6154 4-11/16” 6443 Sliding T 9s 

6156 1-3/4" 6475 Universal . ii 
6158 1-13/16” 237 Metal Box 
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3/4” Drive Impact Socket Sets 


3/4” DRIVE 12 PT. THIN WALL 
POWER SOCKET SET 
Set No. 603 - 9 Pieces 


Part No. Description 
12 Pt. Thin Wall Sockets 
6724 3/4" 
6726 13/16” 
6728 7/8" 
6730 15/16” 
6732 i a 
6734 1-1/16”" 
6736 1-1/8” 
6738 1-3/16” 
6740 1-1/4” 


Cardboard Carton 


3/4” DRIVE 12 PT. THIN WALL POWER SOCKET SET 
Set No. 604 - 11 Pieces 


Part No. Description 
12 Pt. Thin Wall Sockets 
6742 1-5/16” 
6744 1-3/8” 
6746 1-7/16”" 
6748 1-1/2” 
6750 1-9/16" 
6752 1-5/8” 
6754 1-11/16” 
6756 1-3/4” 
6758 1-13/16" 
6760 1-7/8" 
6764 2” 


Cardboard Carton 


3/4” DRIVE 6 PT. STD. IMPACT SOCKET SET 
Set No. 609 - 9 Pieces 


Part No. Description 
6 Pt. Std. Impact Sockets 
6824 3/4” 
6826 13/16” 
6828 7/8" 
6830 15/16” 
6832 A” 

6834 1-1/16” 
6836 1-1/8” 
6838 1-3/16” 
6840 1-1/4” 

84 Metal Tray 
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3/4” Drive Impact Socket Sets 


3/4” DRIVE 6 PT. STD. IMPACT SOCKET SET 
Set No. 610 - 13 Pieces 


Part No. Description 
6 Pt. Std. Impact Sockets 
6824 3/4” 
6826 13/16” 
6828 7/8" 
6830 15/16” 
6832 a 

6834 1-1/16” 
6836 1-1/8” 
6838 1-3/16” 
6840 1-1/4” 
6842 1-5/16” 
6844 1-3/8” 
6846 1-7/16" 
6848 1-1/2” 


Cardboard Carton 


3/4” DRIVE 6 PT. DEEP IMPACT SOCKET SET 
Set No. 608 — 8 Pieces 


Part No. Description 
6 Pt. Deep Impact Sockets 
6928 7/8" 
6930 15/16” 
6932 1” 

6934 1-1/16" 
6936 1-1/8” 
6940 1-1/4” 
6942 1-5/16” 
6948 1-1/2” 


Cardboard Carton 


3/4” Drive Metric Impact Socket Set 


3/4” DRIVE 6 PT. STD., DEEP & SQ. 
METRIC IMPACT SOCKET SET 
Set No. 605 — 5 Pieces 


Part No. Description 
10 Pt. Sq. Budd Wheels 
68-87mm 17mm 

6 Pt. Std. Impact Sockets 
68-27mm 27mm 
68-30mm 30mm 
68-33mm 33mm 

6 Pt. Deep Impact Socket 
69-35mm 35mm 
253 Clip Rail 
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3/4” Drive Handles & Attachments 


RATCHET 


45 tooth, enclosed mechanism, 24” 
length overall. Requires only 4-7/8” 
arc at end of handle to get next 
bite. 


Part No. Description 
6400 24” 


RENEWAL KIT 


Part No. Description 

6402 45 Tooth, 6400 
Ratchet 

EXTENSIONS 

Part No. Description 

6403 3-1/2” 

6408 8” 

6416 16” 


FLEX HANDLE 


Steel pin and tension washer 
construction for added strength. 
Chrome plated before assembly to 
eliminate rust formation between 
fork and square. No binding or 


locked joint. 

Part No. Description 
6435 21-5/8” 
BULL BAR 


2 position head - knurled grip 
24” length. Extra strength for 
heavy-duty applications. 


Part No. Description 
6440 24” 
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3/4” Drive Handles & Attachments 


UNIVERSAL 


Steel pin and tension washer 
construction for added strength. 
No binding or locked joint. 


Part No. Description 
6475 21-5/8 
SLIDING T 


Head held in place by friction ball 
so it can slide to ends of bar with 
no overhang. Works in tighter 


places. 
Part No. Description 
6443 17-1/2” 


3/4” Drive Impact Attachments 


IMPACT ADAPTOR 

Part No. Description 

6900 3/4” Fx 1/2” M 
6901 3/4" Fx1"M 


IMPACT EXTENSION 


Part No. Description 
6907 hoi 
6910 10” 


3/4” DRIVE “O” RING & RETAINER PINS 


Part No. Description Part No. ——— 


6573 Pin for Impact Sockets 6724- 6577 “OQ” Ring for Impact Sockets 6746- 
6738 Inclusive 6754, 6824-6838, 6924-6936, 
6574 “OQ” Ring for Impact Sockets 68-19mm - 68-21mm, 68-27mm - 
6724-6730 Inclusive 68-30mm, 68-87mm - 68-91mm, 
6575 “OQ” Ring for Impact Sockets 6893, 6907 & 6910 Inclusive 
6732-6744 Inclusive 6578 “OQ” Ring for Impact Sockets 6756- 
6576 Pin for Impact Sockets 6740- 6764, 6840-6848, 6938-6948 & 
6764, 6824-6848, 6924-6948, 8900 Inclusive 
68-19mm - 68-21mm, 6893, 8576 Pin for Impact Sockets 6766-6776, 
68-27mm - 68-30mm, 68-33mm 6876, 8824-8854, 8924-8976, 
- 68-87mm, 68-91mm - 88-27mm - 88-91mm, 89-35mm, 
69-35mm, 6907, 6910 & 6940 8893, 8907 & 8991 Inclusive 
Inclusive 8577 “OQ” Ring for Impact Sockets 6766- 


6776, 8824-8854, 8934-8940, 
6876, 8893 & 8907 Inclusive 


108 


3/4” Drive Sockets 


3/4” DRIVE 12 PT. STD. SOCKETS 


DIMENSIONS 
Part No. Nom. Size PART NOM. 
6124 3/4" NO. SIZE SHAPE i Ds Dd Bd 
6126 13/16” 6124 3/4” | 2” 1-13/64” 1-19/64" 1/2” 
6128 7/8" 6126 13/16” ll 2 1-19/64"” — Wa” 
6130 15/16" 6128 7/8” ll 2” 1-11/32”" — 1/2" 
6132 1” 6130 15/16” ll a 1-3/8” — 35/64” 
6134 1-1/16” 6132 1” ll 2-1/16"” 1-7/16" — 35/64” 
6136 1-1/8” i es 6134 1-1/16” Il = 2-1/16” 1-9/16” 1-7/16" 5/8” 
6138 1-3/16” 6136 1-1/8” Wl = =2-1/8” 1-5/8" 1-7/16” 21/32" 
6140 1-1/4” 6138 1-3/16” Il = 2-1/16” = 1-11/16” 1-7/16” 21/32” 
6142 1-5/16” 6140 1-1/4” Il =2-8/16” = 1-138/16” 1-9/16” 3/4” 
6144 1-3/8” 6142 1-5/16” Il = 2-1/4” = 1-7/8” 1-9/16” 49/64” 
6146 1-7/16” a 6144 1-3/8" Il 2-1/4" = 1-7/8” 1-9/16” 25/32” 
6148 1-1/2” 6146 = 1-7/16” Il 2-5/16"” 2-1/64” 1-9/16” 1/8" 
6150 1-9/16” 6148 1-1/2” Il = 2-5/16” = 2-3/32” 1-35/64” 55/64” 
6152 1-5/8” 6150 = 1-9/16” Il = 2-5/16"” 2-3/32" 1-19/32” 55/64” 
6154 1-11/16” 6152 1-5/8” Il 2-8/8" 2-5/32” 1-19/32” 1” 
6156 1-3/4” 6154 1-11/16” Ill 2-7/16"” 2-7/32” 1-5/8” 1” 
6158 1-13/16” 6156 1-3/4” Il = 2-1/2” = 2-5/16” 1-21/32” 1-3/32” 
6160 1-7/8” 6158 1-13/16” Ill  2-13/16” 2-3/8” 1-3/4” 1-1/8” 
6164 2 6160 1-7/8" Ill 2-7/8" 2-15/32” 1-3/4” 1-1/8” 
6166 2-1/16” 6164 2” Il 3” 2-39/64"” 1-3/4” 1-7/32” 
6168 2-1/8” 6166 2-1/16” Il = =3-1/382” 2-23/32"” 1-15/16" 1-7/32” 
6170 2-3/16” 6168 2-1/8” Il = =3-1/16” 2-55/64” 1-15/16"” = 1-7/32” 
6172 2-1/4” 6170 = 2-3/16”" Il 3-1/16" 2-55/64” 1-15/16” 1-3/8” 
6176 2-3/8" 6172 2-1/4" Il 1-3/16” 3-1/16” 2” 1-3/8” 

6176 2-3/8” Wl = =3-1/4” = 3-1/16" a 1-3/8” 


3/4” DRIVE 6 PT. DEEP SOCKETS 


DIMENSIONS 
Part No. Nom. Size PART NOM. 
6524 3/4" NO. SIZE SHAPE L Ds Dd Bd 
6526 13/16” 6524 3/4” ll 3-1/2” 1-9/32” — Ve” 
6528 7/8" 6526 = 1-3/16” ll 3-1/2” 1-5/16” a 1/2” 
6530 15/16" 6528 7/8" II 3-1/2” 1-11/32 — 17/32” 
6532 1 6530 15/16” H 3-1/2” 1-3/8” — 9/16” 
6534 1-1/16” 6532 1° I 3-1/2” 1-7/16" — 19/32” 
6536 1-1/8” 6534 = 1-1/16” Ill 3-1/2” 1-9/16” 1-7/16” 21/32” 
6538 1-3/16” 6536 1-1/8” HT} 3-1/2” 1-5/8” 1-7/16” 11/16” 
6540 1-1/4” 6538 1-3/16” Ill 3-1/2” 1-11/16" 1-15/32"” 23/32” 
6542 1-5/16” 6540 =1-1/4” Ill 3-1/2” 1-13/16"” 1-1/2” 25/32" 
6544 1-3/8” aa 6542 1-5/16” Ill 3-1/2” 1-29/32” 1-9/16" 13/16” 
6546 1-7/16” : 6544 =1-3/8” Il 3-1/2” 1-29/32” 1-9/16” 13/16” 
6548 1-1/2” 6546 = «-1-7/16” Ill 3-1/2” 2-1/16” 1-21/32” 7/8" 

6548 = 1-1/2” Ill 3-1/2” 2-1/16" 1-21/32” 7/8" 


SOCKET DIMENSIONS 


ote mE afe Tio 


“Bd” 
aE: BROACH DEPTH) (MIN. Ri Pan DEPTH) (MIN. BROACH DEPTH) 


SHAPE | SHAPE II SHAPE III 
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3/4” Drive Metric Sockets 


3/4” DRIVE 12 PT. STD. METRIC SOCKETS 


DIMENSIONS 
Part No. Nom. Size PART NOM. 
61-19mm 19mm NO. SIZE SHAPE L Ds Dd Bd 
61-22mm = 22mm 61-19mm 19mm | 2” 1-13/64" 1-19/64" 1/2” 
61-24mm = 24mm 61-22mm 22mm il 2” 1-11/32" — 1/2" 
61-27mm = 27mm 61-24mm 24mm il 2” 7/16" — 35/64” 
Si-Somim = SOrnm 61-27mm 27mm Ill 2-1/16” 1-9/16" 1-7/16" 5/8" 
gd lll 61-30mm 30mm Ill 2-1/8" = 1-11/16" 1-7/16" 21/32" 
Samm = Sanaa 61-32mm 32mm Ill 2-3/16" 1-13/16” 1-9/16" 3/4" 
esi = Amn 61-36mm 36mm Ill 2-5/16" 2-1/64” 1-9/16" 7/8" 
ei-46mm = 46mm 61-41mm 41mm Ill 2-3/8" —2-5/32"—-1-19/32" 1" 
ae oem 61-46mm 46mm Ill 2-13/16" 2-3/8" 1-3/4" 1-1/8" 
asm = Senin 61-50mm 50mm iil 3” 2-39/64" 1-3/4" — 1-7/32" 
61-55mm 55mm iil“ 3-1/16” 2-55/64" 1-15/16” 1-21/64" 


Refer to Socket Dimensional Drawings on page 111. 


3/4” Drive Impact Sockets 


3/4” DRIVE 6 PT. STD. IMPACT SOCKETS 


DIMENSIONS 
Part No. Nom. Size PART NOM. 
6824 3/4” NO. SIZE SHAPE L Ds Dd Bd 
6826 13/16” 6824 3/4” | 2-4/8" 1-15/64" 1-5/8" 9/16” 
6828 7/8" TS 6826 13/16” | 2-1/8" 1-23/64" 1-5/8” 39/64” 
6830 15/16" 6828 7/8” | ete" t-1f2" 1-5/8” 39/64" 
6832 az 6830 15/16” i 278" 19/16" 1-5/8" 19/32” 
6834 1-1/16" 6832 1” Il 2-1/8" 1-5/8” — 35/64” 
6836 1-1/8" 6834 =1-1/16” Il 2-1/8" = =1-11/16"  — 13/16” 
6838 1-3/16" 6836 ~=—-1-1/8” Il 2-1/8" 1-3/4” — 13/16” 
6840 1-1/4” 6838  1-3/16” il 2178" 1-778" 1-3/4" 7/8" 
6842 1-5/16" 6840 1-1/4" Il 2-1/8" 2" 1-7/8" 29/32” 
6844 1-3/8" 6842 1-5/16" ll 2-4/8" 2” 1-7/8” 49/64” 
6846 1-77 16" 6844 = 1-3/8" il 24/4" D478" 1-7/8" 25/32" 
6848 Fife" 6846 ~=—«-1-7/16" Il 2-1/4" = 2-4/8" 1-7/8” 51/64" 

6848 = 1-1/2” Il 2-1/2” 2-5/16” 1-7/8" 55/64” 


Refer to Socket Dimensional Drawings on page 111. 


3/4” DRIVE 6 PT. DEEP IMPACT SOCKETS 


DIMENSIONS 

Part No. Nom. Size PART NOM. 

6924 3/4” NO. SIZE SHAPE Lb Ds Dd Bd 
6926 13/16" 6924 3/4” | 3-4/8" 1-15/64” 1-5/8” 9/16" 
6928 77/8" 6926 13/16" | 3-1/8" 1-23/64" 1-5/8" 39/64” 
6930 15/16” 6928 7/8” | S478* 1-47" 1-5/8" 39/64” 
6932 1” 6930 15/16” | 3-1/8" 1-9/16" 1-5/8” 19/32” 
6934 1-1/16" 69321” Il 3-1/8" 1-5/8” one 35/64" 
6936 1-1/8" 6934 = 1-1/16” | 3-1/2" 1-5/8” 1-3/4" 13/16” 
6938 1-3/16" 6936 ~=«- 1-1/8” | 1/2" 111716" 6/4" 13/16” 
*6940 1-1/4" — 6938  1-3/16" | S40" +1876" 1-778" 13/16" 
6942 1-5/16” 6940 =: 1-1/4” | tse" +-Tarie" 1-7/6" 29/32” 
6944 1-3/8" 6942 =: 1-5/16" li Saye" 2° 1-7/8" 7/8" 
6946 1-7/16" 6944 =: 1-8/8” li 3172" 2-4/6" 4-778" 7/8" 
6948 1-472" 6946 =: 1-7/16” i B-172" Baye 4-7/8" 7/3" 
*Also Dayton Wheel Socket 6948 =: 1-1/2” Il 3-1/2” 2-5/16”" 1-7/6" 55/64" 


Refer to Socket Dimensional Drawings on page 111. 
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3/4” Drive Impact Sockets 


3/4” DRIVE 8 PT. STD. IMPACT SOCKET 


DIMENSIONS 
Part No. Nom. Size PART NOM. 
6876 1-1/8” NO. SIZE SHAPE L Ds Dd Bd 

6876 = 1-1/8” (8pt.) Wl =2-1/4"” 2-1/4” 2-1/8" = 11/16" 
3/4” DRIVE 12 PT. THIN WALL 
POWER SOCKETS 

DIMENSIONS 
Part No. Nom. Size —— 
6724 3/4" NO. SIZE SHAPE L Ds Dd Bd 
a desis 6724 3/4” , | 2" 1-13/64" 1-19/64" 1/2” 
6730 15/16" 6726 13/16 I 2" 1-19/64 — 1/2" 
6732 4” 6728 7/8 A I 2" 1-11/32" _— 1/2" . 
6734 4-1/16" 6730 15/16 II 2 ' 1-3/8 : _ 35/64" 
6736 4-1/8" 6732 1 , II 2-1/16" Pee — , 35/64 
6738 4-3/16" 6734 1-1/16 lI 2-1/16 1-9/16 1-7/16" 5/8 , 
6740 4-1/4" 6736 1-1/8 , Ill 2-1/8" 1-5/8 , 1-7/16°" 21/32" 
6742 1-5/16” 6738 1-3/16 ll 2-1/8 , 1-11/16" 1-7/16" 21/32 
6744 4-3/8" 6740 1-1/4 : Ill 2-3/16 1-13/16 1-9/16" 3/4 : 
6746 1-7/16" 6742 1-5/16 Ill 2-1 /4" 1-778" 1-9/16" 49/64" 
6748 4-1/2" 6744 1-3/8 , Ill 2-1/4 - 1-7/8 - 1-9/16" 25/32 
6750 4-9/16" 6746 1-7/16 lil 2-5/16" 2-1/64" 1-9/16 ; 7/8 : 
6752 1-5/8" 6748 1-1/2 , Ul 2-5/16" 2-3/32 ; 1-35/64 A 55/64 i 
6754 4-11/16" 6750 1-9/16 lil 2-5/16 2-3/32" 1-19/32" 55/64 
6756 4-3/4" 6752 =1-5/8 , Il 2-3/8 : 2-5/32" 1-19/32 a 
6758 1-13/16” 6754 1-11/16 ll 2-7/16 2-7/32" 1-5/8 ; 1 : 
6760 1-7/8" 6756 1-3/4 : Ill 2-1/2 P 2-5/16 1-21 /32 1-3/32 
6764 2" 6758 1-18/16 ll 2-13/16 2-3/8 : 1-3/4" ee 
6766 2-1/16" 6760 1-7/8 Ill 2-7/8 2-15/32" 1-374" 1-1/8 z 
6768 9-1/8" 6764 2 : il 3 , 2-39/64" 1-3/4 , 1-7/32" 
6770 2-3/16" 6766 2-1 /16 Ill 3-1/32 2-23/32 e 1-15/16 1-7/32 E 
6772 0-1/4" 6768 2-1/8 Il = 3-1/16" 2-55/64" 1-15/16' 1-7/32 
6776 9.3/8" 6770 = 2-3/16” Ill 3-1/16” 2-55/64” 1-15/16"” 1-3/8" 

6772 = 2-1/4” lll 3-3/16” 3-1/16" 2” 1-3/8” 

6776 2-3/8” Ill 3-1/4” 3-1/16" 2” 1-3/8” 


SOCKET DIMENSIONS 


(MIN. BROACH DEPTH) 


SHAPE | 


SHAPE II 


(MIN. BROACH DEPTH) 
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3/4” Drive Impact Sockets 


3/4” DRIVE ALLEN TYPE SOCKETS 


With Bits DIMENSIONS 

PART NOM. 
Part No. Description NO. SIZE SHAPE L Ds Dd Bd 
6224 3/4” 6224 3/4” Vi 2-1/8" = =1-15/64" 1-5/8” 1-1/4” 
6228 7/8” 6228 7/8" VI 2-1/8” = 1-1/2” 1-5/8” 1-3/8” 
6232 i 6232 lial Vi 2-1/8” = 1-5/8" — 1-1/2” 


3/4” DRIVE BALL JOINT IMPACT SOCKETS 


DIMENSIONS 
Part No. Description PART NOM 
6888 Sockets for Plymouth, NO. SIZE SHAPE e Ds Dd Bd 
ae Chrysler 6888 1-7/8 ll 2-3/32" 27/16" 1-21/32 3/8” 
6889 Sockets for Plymouth, 6889 2-1/8 lil 2-3/32" 2-23/32” 1-15/16"” 7/16 
Dodge and Chrysler 
products 
3/4” DRIVE COMBINATION 
BUDD WHEEL IMPACT SOCKETS DIMENSIONS 
<a, PART NOM. 
Part No. Description NO. SIZE SHAPE L Ds Dd Bd 
6893 13/16” Sq. Std. Length 6893 13/16" Sq. Il 2-1/4" 1-5/8” — 5/8” 
Budd Wheels 6991 1-1/2” Hex Il 4” 2-1/4” — 3/4” 
6991 1-1/2” Hex x 13/16” Sq. 6993 13/16”Sq. Il 3-1/8" 1-25/32” — 5/8" 
Long Length Combination 
Socket Budd Wheels 
6993 13/16” Sq. Long Length 
Budd Wheels 


SOCKET DIMENSIONS 


(MIN. BROACH DEPTH) 


(MIN. BROACH DEPTH) 
SHAPE III SHAPE VI 
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3/4” Drive Metric Impact Sockets 


3/4” DRIVE 6 PT. STD. METRIC 


IMPACT SOCKETS DIMENSIONS 

PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 
68-19mm 19mm 68-19mm 19mm | 2-1/8” 1-15/64” 1-5/8” 9/16" 
68-20mm 20mm 68-20mm 20mm | 2-1/8” 1-23/64"” 1-5/8” 39/64” 
68-21mm 21mm 68-21mm 21mm | 2-1/8” 1-23/64" 1-5/8” 39/64” 
68-27mm 27mm 68-27mm 27mm ll 2-1/8” 1-11/16" — 11/16” 
68-30mm 30mm 68-30mm 30mm il = 2-1/8" 1-7/8" 1-21/32” 3/4” 
68-33mm 33mm 68-33mm 33mm Il 2-1/8" 2” _— 49/64” 
3/4” DRIVE 6 PT. DEEP METRIC 
IMPACT SOCKET ia DIMENSIONS 

PART NOM. 
Part No. Description NO. SIZE SHAPE L Ds Dd Bd 
69-35mm 35mm 69-35mm 35mm Ill 3-1/2” 2-1/8" 1-15/16"” 7/8” 

a 

3/4” DRIVE 12 PT. THIN WALL 
METRIC POWER SOCKETS DIMENSIONS 

PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 
67-19mm 19mm 67-19mm 19mm | 2 1-13/64” 1-19/64” 1/2” 
67-22mm 22mm 67-22mm 22mm fit ya" 1-11/32” — 12" 
67-24mm 24mm 67-24mm 24mm lt 2 1-7/16" — 35/64” 
67-27mm 27mm 67-27mm 27mm Ill 2-1/16" 1-9/16" 1-7/16" 5/8” 
67-30mm 30mm 67-30mm 30mm Il 2-1/8” = 1-11/16” 1-9/16” 21/32” 
67-32mm 32mm 67-32mm 32mm Ill 2-8/16" 1-13/16” 1-9/16” 3/4” 
67-36mm 36mm 67-36mm 36mm Il 2-5/16”" 2-1/64"” 1-19/32” 7/8” 
67-41mm 41mm 67-41mm 41mm Ill 2-3/8" 2-5/32” 1-3/4” a" 
67-46mm 46mm 67-46mm 46mm Ill 2-13/16” 2-3/8” 1-3/4” 1-1/8” 
67-50mm 50mm 67-50mm 50mm il 3” 2-39/64” 1-15/16” 1-7/32” 
67-55mm 55mm 67-55mm 55mm Ill 3-1/16”" 2-55/64” 1-13/16” 1-21/64” 


3/4” DRIVE SQUARE BUDD WHEEL 
METRIC IMPACT SOCKETS 


Part No. Description 
68-87mm 17mm Sq. Std. Length 
68-91mm 21mm Sq. Std. Length 


DIMENSIONS 
PART NOM. 
NO. SIZE SHAPE L Ds Dd Bd 
68-87mm 17mm Sq. Il 2-3/16" 1-5/8” — 5/8" 
68-91mm 21mmSq. Il 2-3/16" 1-5/8” — 5/8" 


SOCKET DIMENSIONS 
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(MIN. BROACH DEPTH) 


Today’s Finest Tools 
Come From Wright 


Wright Tools are built on a 60-year heritage 
of strength, dependability, and innovation to 
ensure their lasting performance and service 
excellence. Consider these valuable 
features: 


Wright Ratchets 


Standard Series 400 


This amazing ratchet was pulled and ratcheted 1-1/3 
million times without measurable wear. After the 
test, it passed all specifications, including load car- 
rying capacity for a new ratchet. 


e Made of tough 4140 alloy steel, harder to forge, 
harder to machine, much more controllable to the 
correct hardening. All of this provides more durable 
and precise parts. 

e The shortest arc or handle swing and the smallest 
practical size head to give you the best of all condi- 
tions in tight places. 

¢ Cushion grip handles of nitrile are more comfortable 
to use and are safe in most solvents and greases. 

* Close tolerances provide little space for dirt, the 
worst enemy of ratchets. 

e An easily replaced center assembly doubles the life 
of the ratchet. Our ratchet lasts longer than others 
before renewal is necessary. 

e The ratcheting drag is just the right compromise, 
providing enough torque to prevent dirt from stop- 
ping the ratcheting action but not too much to make 
it necessary to hold the socket to make it ratchet. 
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5 
Wright Sockets 


e Made of hot forged 4140 alloy steel for toughness 
and dependability. 

e Larger sizes are hot extruded for even greater 
strength. 

e Precise atmospheric controlled heat treating. 

e Drilled lock holes for positive holding. 

e Chamfered drive and fastener openings. 


Wright Wrenches 


e Made of hot forged 4140 alloy steel and fully hard- 
ened for extra strength and long wear. 

e Unique V-Notch open end fits four sides of nut to 
turn even rounded-corner hex nuts better. 

e Edges are rounded for pulling hard with comfort. 


Industrial and commercial products usually exceed 
government specifications. This does not mean a 
cataloged product always conforms to the current 
government specification. We will be happy to quote 
or advise you on your specific requirements in these — 
areas. We recommend you inquire prior to bidding to 
any specification. ' 


SOCKET SET 


Part No. 


8146 
8148 
8152 
8154 
8156 
8158 
8160 
8164 
8168 
8170 
8172 
8176 
8180 
8184 
8188 
8194 
8197 
8400 
8408 
8417 
8443 
299 


1” Drive Socket Sets 


1” DRIVE 12 PT. STANDARD 
Set No. 821 - 21 Pieces 


Description 


12 Pt. Std. Sockets 


1-7/16” 
1-1/2” 
1-5/8" 
1-11/16” 
1-3/4” 
1-13/16” 
1-7/8" 

Q” 

2-1/8” 
2-3/16" 
2-1/4" 
2-3/8" 
2-1/2" 
2-5/8” 
2-3/4” 
2-15/16" 
3-1/8" 
Ratchet 
8” Extension 
17” Extension 
Sliding T 
Metal Box 
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1” Drive Socket Sets 


1” DRIVE 12 PT. STD. SOCKET SET 
Set No. 829 - 29 Pieces 


Part No. Description 

12 Pt. Std. Sockets 

8146 1-7/16” 

8148 1-1/2” 

8152 1-5/8” 

8154 1-11/16” 

8156 1-3/4” 

8158 1-13/16” ’ 

8160 1-7/8" - iii 
8162 1-15/16” - 

8164 eo ‘tip Pi ri i 
8168 2-1/8" Ta) Fas Ci CaN a a Gy wy 
8170 2-3/16” 

8172 2-1/4" 

8174 2-5/16" ot b A (oy (HF) (gC TLTS 
8176 2-3/8" 798888 7 
8178 2-7/16" ‘ - sauna! 
8180 2-1/2" y 

8182 2-9/16" 

8184 2-5/8" 

8188 2-3/4" 

8190 2-13/16” 

8194 2-15/16” 

8196 3" 

8197 3-1/8” =! 

8400 Ratchet J 

8408 8” Extension 

8417 17” Extension 

8435 Flex Handle 

8440 Bull Bar 

8443 Sliding T 

299 Metal Box 


1” DRIVE 6 PT. AND SQ. BUDD WHEEL 
IMPACT SOCKET SET 
Set No. 805 -— 5 Pieces 


Part No. Description 

8848 6 Pt. Std. Impact 
Socket, 1-1/2” 

8893 13/16" Sq. 
For Budd Wheels 

8934 1-1/16” For Budd 
Wheels 

8936 1-1/8” For Budd 
Wheels 

8940 1-1/4” For Budd 
Wheels 


Cardboard Carton 
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1” Drive Handles & Attachments 


RATCHET 


45 tooth, enclosed mechanism. 
Requires only 4-7/8” arc at end of 
handle to get the next bite. Extra 
strong for heaviest duty jobs. 


Part No. Description 
8400 30” 


RENEWAL KIT 


Part No. Description 
8402 45 Tooth, 8400 
Ratchet 
EXTENSIONS 
Part No. Description - z 
8408 8” 
8417 i a 


FLEX HANDLE 


Steel pin and tension washer 

construction for added strength. fi 
Chrome plated before assembly to 
eliminate rust formation between 
the fork and square. No binding or 


locked joint. 

Part No. Description 
8435 26” 
BULL BAR 


2 position head - knurled grip 
30” length. Extra strength for 
heavy-duty applications. 


cma 


eee 


Part No. Description 
8440 30” 
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1” Drive Handles and Attachments 


SLIDING T 


Head held in place by friction 
ball so it can slide to ends of 
bar with no overhang. Works 
in tighter places. 


Part No. Description 
8443 22” 


1” Drive Impact Handles and Attachments 


IMPACT ADAPTOR 


Part No. Description 
8900 1”F x 3/4"M 


IMPACT EXTENSION 


Part No. Description 
8907 i” 


“O” RINGS AND RETAINER PINS, 
1” DRIVE 


Part No. Description 


8576 Pin for Impact Sockets 6766-6776, 6876, 8824-8854, 
8924-8976, 88-27mm - 88-91mm, 89-35mm, 8893, 8907 
& 8991 Inclusive =, 


8577 “©” Ring for Impact Sockets 6766-6776 & 8824-8854 & 
8934-8940 & 6876 & 8893 & 8907 Inclusive 
8578 “O” Ring for Impact Sockets 8856-8899 & 8991 Inclusive 


8580 Pin for Impact Sockets 8856-8899 Inclusive 


118 


1” Drive Sockets 


1” DRIVE 12 PT. 


STANDARD SOCKETS DIMENSIONS 

PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE k Ds Dd Bd 
8146 1-7/16" 8146 1-7/16" Ill 2-1/2” 2" 1-3/4” 7/8" 
8148 1-1/2” 8148 1-1/2” ll 2-9/16" 2-1/8” 1-3/4" 55/64” 
8152 1-5/8” 8152 1-5/8” Il 2-11/16"” 2-1/4" 1-3/4” 4” 
8154 1-11/16” 8154 1-11/16” Ill 2-3/4" 2-3/8” 1-15/16” 1” 
8156 1-3/4” 8156 1-3/4” Il 2-13/16” 2-1/2" 1-15/16” 1-3/32” 
8158 1-13/16” 8158 1-13/16” Ill 2-7/8” 2-9/16" 1-15/16” 1-1/8” 
8160 1-7/8" r 8160 1-7/8" Ill 2-15/16” 2-5/8” 2-1/4” 1-1/8” 
8162 1-15/16” 8162 1-15/16” lll or 2-3/4" 2-1/4” 1-7/32” 
8164 2” 8164 ede Il re 2-3/4” 2-1/4" 1-7/32” 
8168 2-1/8” 8168 2-1/8" Ill 3-1/16” 2-15/16” 2-1/4" 1-3/8” 
8170 = 2-3/16” 8170 2-3/16” Ill 3-1/8" Sa 2-1/4” 1-3/8” 
8172 = 2-1/4” 4 8172 2-1/4” Ill 3-3/16” 3-1/16” 2-1/4" 1-3/8” 
8174 2-5/16”" 8174 2-5/16” Ill 3-1/4” 3-5/32” 2-1/4" 1-3/8” 
8176 =. 2-3/8” 8176 2-3/8" Ill 3-5/16” 3-1/4” 2-1/4” 1-3/8” 
8178 2-7/16”" 8178 2-7/16" Ill 3-3/8" 3-5/16” 2-1/4” 1-3/8” 
8180 2-1/2” 8180 2-1/2” Ill 3-7/16" 3-3/8" 2-1/4" 1-3/8" 
8182 2-9/16” 8182 2-9/16” Il 3-1/2” 3-3/8” 2-1/4" 1-1/2” 
8184 2-5/8” 8184 2-5/8” Ill 3-9/16” 3-9/16” 2-1/4” 1-3/4” 
8188 2-3/4" 8188 2-3/4" Ill 3-11/16” 2-23/32” 2-43/64"” 1-3/4” 
8190 2-13/16”" 8190 2-13/16” lll 3-3/4” 3-53/64” 2-43/64"” 1-3/4” 
8194 2-15/16" 8194 2-15/16” Il 3-7/8” 3-61/64” 3-43/64” 2” 
8196 3” 8196 Sr Ill 3-15/16"” 4-1/64" 2-43/64" 2” 
8197 3-1/8” 8197 3-1/8” Il 4-1/16" 4-11/64” 2-43-64” 2-13/64”" 
8198 3-3/8” 8198 3-3/8” Ill 4-1/16” 4-17/32” 2-43/64"” 2-13/64" 
8199 3-1/2” 8199 3-1/2” Ill 4-1/16” 4-11/16” 2-43/64” 2-13/64” 


SOCKET DIMENSION 
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1” Drive Impact Sockets 


1” DRIVE 6 PT. STANDARD 


IMPACT SOCKETS DIMENSIONS 

Part Nom. 
Part No. Nom. Size No. Size Shape ls Ds Dd Bd 
8824 3/4” 8824 3/4" | 2-1/4" 1-7/16”" 2 1-1/4” 
8826 13/16” 8826 13/16” | 2-1/4" 1-7/16” 2” 1-1/4" 
8828 7/8" 8828 7/8" | 2-9/32” 1-17/32” 92” 45/64” 
8830 15/16” 8830 15/16” | 2-9/32”" 1-9/16” 2 23/32" 
8832 1” / Dy 8832 1” | 2-13/32"” 1-21/32” 2” 49/64” 
8834 1-1/16” 8834 1-1/16" | 2-13/32” 1-3/4" a 13/64” 
8836 1-1/8” 8836 1-1/8” | 2-13/32” 1-13/16" 2” 27/64” 
8838  1-3/16" 8838 1-3/16” Il 2-17/32” 2-1/16" _— 29/32” 
8840 1-1/4” 8840 1-1/4” H] 2-17/32” 2-1/16" — 29/32” 
8842  =1-5/16" 8842 1-5/16” Il 2-17/32” 2-1/16” — 49/64” 
8844 = 1-3/8” ae 8844 1-3/8" HT 2-1/2" 2-1/4" 2-1/16" 49/64” 
8846 = 1-7/16" 8846 1-7/16" Ul 2-1/2" 2-1/4" 2-1/16" 55/64” 
8848 = 1-1/2” 8848 1-1/2” Ul 2-1/2” 2-1/4" 2-1/16" 55/64” 
8850 =: 1-9/16” 8850 1-9/16” Ill 2-1/2” 2-1/2” 2-1/16" ‘le 
8852 =: 1-5/8” 8852 1-5/8” Ill 2-1/2" 2-1/2” 2-1/16”" 5 
8854 = 1-11/16” 8854 1-11/16” ll 2-5/8" 2-1/2" 2-1/16” 1” 
8856 1-3/4” 8856 =: 1-3/4” Hl 2-5/8" 2-3/4” 2-3/8" 1” 
8858 = 1-13/16” 8858 1-13/16” Il 2-5/8” 2-3/4" 2-3/8" 1-1/16” 
8860 1-7/8" 8860 1-7/8" lil 2-3/4" 2-3/4" 2-3/8" 1-1/16" 
8862 = =1-15/16” 8862 1-15/16” ll 2-3/4" 2-63/64” 2-3/8” 1-1/16” 
8864 2” 8864 2” Ill 2-7/8" 2-63/64” 2-3/8” 1-11/64” 
8866 2-1/16" 8866 = 2-1/16” ll 2-7/8" 2-63/64"” 2-3/8” 1-11/64” 
8868 2-1/8" 8868 2-1/8" ll 3” 3-1/4” 2-3/8" 1-13/64” 
8870 = =2-3/16” 8870 =. 2-3/16” Ill 3” 3-1/4” 2-3/8” 1-9/32” 
8872 2-1/4” 8872 2-1/4” HT} S° 3-1/4" 2-3/8" 1-9/32” 
8874 2-5/16" 8874 2-5/16" HT} 3-1/16” 3-1/2” 2-3/8” 1-5/16” 
8876 2-3/8" 8876 = 2-3/8” Ul 3-1/16” 3-1/2” 2-3/8" 1-23/64" 
8878 2-7/16" 8878 2-7/16”" Ul 3-1/8” 3-1/2” 2-3/8” 1-3/8” 
8880 = 2-1/2” 8880 = 2-1/2” Il 3-3/16”" 3-1/2” 2-3/8" 1-1/2” 
8884 2-5/8” 8884 2-5/8" ll 3-3/8” 3-45/64"” 2-43/64” 1-3/4" 
8888 2-3/4” 8888 2-3/4" HT 3-9/16” 3-53/64” 2-43/64" 1-3/4" 
8894 2-15/16” 8894 2-15/16" Ul 3-3/4" 4-1/64” 2-43/64" 2” 
8896 3” 8896 3” Ul 3-13/16” 4-11/64” 2-43/64"” 2” 
8897 3-1/8” 8897 = 3-1/8” Ill 3-15/16” 4-11/64” 2-43/64"” 2-13/64” 
8898 3-3/8” 8898 3-3/8” ll 4-3/16” 4-17/32”  2-43/64” 2-13/64”" 
8899 3-1/2” 8899 3-1/2” Ill 4-5/16” 4-11/16" 2-43/64" 2-13/64” 


SOCKET DIMENSIONS 


“Bd” ea" 
(MIN. BROACH DEPTH) (MIN. BROACH DEPTH) (MIN. BROACH DEPTH) 


SHAPE | SHAPE II SHAPE Ill 
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1” Drive Impact Sockets 


1” DRIVE 6 PT. 


DEEP IMPACT SOCKETS DIMENSIONS 
PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE E Ds Dd Bd 
8924 3/4” 8924 3/4" | 3 1-7/16” 2° 23/64" 
8926 13/16” 8926 =13/16” | 3” 1-7/16”" 2° 27/64" 
8928 7/8” 8928 7/8” | 3° 1-17/32”, 2” 39/64” 
8930 15/16” 8930 15/16” | 3” 1-9/16” 2 23/32" 
8932 1” 4 See 8932 a” | 3” 1-21/32” 2” 23/32” 
8933 1-1/16” 8933 1-1/16” | 3” 1-3/4” 2” 3/4” 
8936 = 1-1/8” 8936 1-1/8” | 3 1-138/16" 2” 13/16” 
8938 =1-3/16” 8938 1-3/16” ll 3 2-1/16” — 7/8” 
8939 = 1-1/4” 8939 1-1/4” Il i 2-1/16” a 29/32” 
8942 = 1-5/16” 8942 1-5/16” ll 3-1/4" 2-1/16” — 15/16” 
8944 = 1-3/8” KJ 8944 1-3/8” Il 3-1/4” 2-1/4” 2-1/8” 49/64” 
8946 1-7/16” 8946 1-7/16” Ill 3-1/4” 2-1/4" 2-1/8" 49/64" 
8948 = 1-1/2” 8948 1-1/2” Ill 3-1/2” 2-1/4" 2-1/8” 55/64” 
8950 =1-9/16” 8950 1-9/16” Ul 3-1/2” 2-1/2” 2-1/4” 55/64” 
8952 =: 1-5/8” 8952 1-5/8” lil 3-1/2” 2-1/2” 2-1/4” 1 
8956 1-3/4” 8956 ~~ 1-3/4” Il 3-3/4” 2-3/4" 2-7/16" a 
8958 = 1-13/16” 8958 1-13/16” lll 3-3/4” 2-3/4" 2-7/16” an” 
8960 = 1-7/8” 8960 1-7/8” Ul 3-3/4” 2-3/4" 2-7/16" 1-1/16” 
8962 = 1-15/16” 8962 =: 1-15/16” Ill 3-3/4" 2-31/32"” 2-7/16" 1-1/16” 
8964 2” 8964 2” Ill 3-3/4” 2-31/32” 2-7/16”" 1-1/16” 
8966 2-1/16” 8966 2-1/16” Ul 3-3/4” 2-31/32”  2-7/16" 1-11/64” 
8968 2-1/8” 8968 2-1/8” Ill 4-3/32”" 3-1/4” 2-7/16" 1-11/64” 
8970 =. 2-3/16” 8970 = =2-3/16” Ill 4-3/32” 3-1/4" 2-7/16" 1-13/64” 
8972 2-1/4" 8972 2-1/4” Ill 4-3/32”" 3-1/4" 2-7/16" 1-9/32” 
8974 2-15/16" 8974 2-5/16”" Ill 4-3/32” 3-13/32” 2-7/16" 1-9/32” 
8976 2-3/8" 8976 = 2-3/8” Ill 4-1/8” 3-13/32” 2-7/16" 1-5/16" 
1” DRIVE BUDD WHEEL SOCKETS DIMENSIONS 
PART NOM. 

Part No. Description NO. SIZE SHAPE L Ds Dd Bd 
8893 13/16” Sq. 8893 13/16” Sq. H 2-9/32” 2" — 9/16” 

Std. Length an re) 8934 1-1/16” Hex | 4-1/4” 1-5/8” 2-3/32” 11/16” 

Budd Wheels 8940 1-1/4” Hex | 4-1/4” 1-27/32” 2-3/32" 3/4” 
8934 Long Length 8991 1-1/2” Hex ll 4” 2-1/4" ae 3/4” 

1-1/16” Hex 8995 15/16” Sq. Il 2-9/16" = 2” — 5/8” 
8940 Long Length 

1-1/4” Hex 


8991 1-1/2” Hex x 13/16” 
Sq. Long Length 
Combination Socket 
Budd Wheels 

8995 15/16” Sq. Std. Length 
Budd Wheels 


SOCKET DIMENSIONS 
“Dd” & “Ds” |/— —| 


oteu afe 6th 


“Bd” 
ET BROACH DEPTH) (MIN, ene DEPTH) (MIN. BROACH DEPTH) 


SHAPE | SHAPE II SHAPE III 


1” Drive Metric Impact Sockets 


1” DRIVE 6 PT. DEEP 


METRIC IMPACT SOCKETS DIMENSIONS 
Part No. Nom. Size Gp PARTNO. NOM.SIZE SHAPE i. Ds 
89-35mm 35mm , | 89-35mm 35mm ll 3-1/4" 2-1/4" 

i 
1” DRIVE SQ. BUDD 
WHEEL SOCKETS DIMENSIONS 
Part No. Nom. Size PART NO. NOM. SIZE SHAPE L 
88-87mm 17mm sq. 88-87mm 17mm sq. I] 2-9/16" 
88-91mm 21mm sq. 88-91mm 21mm sq. iH 2-9/16" 
1” DRIVE 6 PT. STANDARD 
METRIC IMPACT SOCKETS DIMENSIONS 

PART NOM. 

Part No. Nom. Size NO. SIZE SHAPE iE Ds 
88-27mm 27mm 88-27mm 27mm | 2-13/32” 1-3/4" 
88-30mm 30mm 88-30mm 30mm I 2-17/32"” 2-1/16" 
88-33mm 33mm 88-33mm 33mm I 2-17/32” 2-1/16" 


SOCKET DIMENSIONS 


oteu rato 


ome: BROACH DEPTH) 
SHAPE | 


weave, — 
@l{E_ 


SHAPE II 
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(MIN. wana DEPTH) 


SHAPE III 


Dd 


Bd 


2-1/8" 49/64 


Dd Bd 


5/8” 
5/8” 


Bd 
17/32" 


21/32” 
47/64" 


“Ba” 
(MIN, BROACH DEPTH) 


#5 Spline Drive Impact Sockets 


#5 SPLINE DRIVE IMPACT SOCKETS 


Wright Tool spline drive sockets and adaptors are 
manufactured from 4140 alloy steel and heat treated 
for maximum strength. Openings are hot forged to 
close tolerances and the 14 tooth female spline is 
designed for a snug fit. It also has an internal groove 
that fits the locking devices on all #5 Spline Drive 
Impact Wrenches. 


#5 SPLINE DRIVE THIN WALL DIMENSIONS 
HEX SOCKETS A 
PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd 
5734 1-1/16” 5734 = 1-1/16” | 3-1/16” 1-5/8" 2-3/8” 13/16” 
#5 SPLINE DRIVE 6 PT. STD. DIMENSIONS 
IMPACT SOCKETS A 
PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE L Ds Dd Bd Ww 
5828 (/8" 5828 7/8” | 3-1/16” 1-17/32” 2 39/64” = z= 
5830 15/16” 5830 15/16” | 3-1/16” 1-9/16" 2 23/32” ao 
5832 at 5832 1” | 3-1/16” 1-21/32” 2 3/4” 
5834 1-1/16” 5834 1-1/16” | 3-1/16” 1-3/4" 2 13/16" 
5836 1-1/8” 5836 =: 1-1/8” | 3-1/16” 1-13/16" 2 13/16” 
5838 1-3/16” 5838 1-3/16” | 3-1/16” 1-13/16” 2 7/8" 
5840 1-1/4” 5840s: 1-1/4” | 3-1/16"” 1-13/16” 2 29/32" 
5842 1-5/16” 5842 1-5/16” ll 3-1/16" — 2-3/8" 49/64” 
5844 1-3/8” 5844 =: 1-3/8” Il = 3-1/16" — 2-3/8" 49/64” 
5846 1-7/16” 5846 1-7/16” Il 3-1/16" — 2-3/8" 49/64” 
5848 1-1/2” 5848 =: 1-1/2” Il 3-1/16"  — 2-3/8" 17/32” 
5852 1-5/8” 5852 1-5/8” Il 3-1/16" — 2-1/2” | ae 
5856 1-3/4” 5856 1-3/4” Il 3-1/16” 2-3/4" = =2-7/16" 1” 
5858 1-13/16” 5858 1-13/16” Il 3-1/16” 2-3/4" = 2-7/16" 1” 
5860 1-7/8" 5860 1-7/8" Il 3-1/16" 2-3/4" = =2-7/16" = 1-1/16" 
5864 2” 5864 2” Il 3-1/16"” 3” 2-7/16" 1-1/16”" 


SOCKET DIMENSIONS 


SHAPE | 
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#5 Spline Drive Impact Sockets 


#5 SPLINE DRIVE 6 PT. DEEP DIMENSIONS 
IMPACT SOCKETS Pr 

PART NOM. 
Part No. Nom. Size NO. SIZE SHAPE LE Ds Dd Bd 
5934 1-1/16” 5934 1-1/16” | 3-3/4” 1-3/4” 2-3/8” 13/16” 
5936 1-1/8” 5936 1-1/8” | 3-3/4” 1-13/16” 2-3/8" 13/16” 
5938 1-3/16” 5938 1-3/16” | 3-3/4” 2-1/16” 2-3/8” 5/8” 
5940 1-1/4” 5940 1-1/4” | 3-3/4” 2-3/32” 2-3/8" 29/32” 
5942 1-5/16” 5942 1-5/16” | 3-3/4" — 2-3/8” 49/64” 
5946 1-7/16” 5946 1-7/16” | 3-3/4" — 2-3/8" 49/64” 
5948 1-1/2” 5948 1-1/2” | 3-3/4" — 2-3/8" 7/8" 
#5 SPLINE DRIVE SQUARE DIMENSIONS 
IMPACT SOCKETS ‘ 

PART NOM. 
Part No. Description NO. SIZE SHAPE L Ds Dd Bd 
5993 13/16" Sq. 5993 13/16” sq. Il 3-1/16" — 2-3/8" 9/16” 
5995 15/16” Sq. 5995 15/16” sq. Il =3-1/16" — 2-3/8" 17/32” 
#5 SPLINE IMPACT ADAPTOR DIMENSIONS ( 
Part No. Description PART a 
5899 3/4" M NO. SIZE SHAPE E Ds Dd Bd 
5901 1"M 5899 — Ill 3-3/8” — eye" _ 

5901 — il a21702° — 23/8" — 


SOCKET DIMENSIONS 


( OG " i p 


SHAPE | SHAPE II SHAPE III 
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Service Tools 


SAFETY GOGGLES 


Part No. Description 


9302 Safety Goggles 


HTI SAFETY BOOK 


Part No. Description 
9301 Hand Tool Institute 
Safety Book 


UNIVERSAL WHEEL HUB PULLER 


Fast, easy to use, minimum number of 
pieces. Accurate vertical adjustment 
because legs rotate, avoiding raised 
rims, uneven seating. Recessed leg 
“heel” clears drum flanges. 20-pitch 
thread for easier pull. Shoulder and 
spring tension ball holds knocker on. 
Adjusts to include 7-1/2” bolt circle. 
Alloy steel, fully hardened. Shipping 
weight — 10 Ibs. 


Part No. Description 

9010 Wheel Puller With 
Knocker 

9011 Replacement Handle 

9012 Replacement Leg 
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SERVICE 
TOOLS 


Service Tools 


TORQUE WRENCH 


A round beam wrench, designed 
for general applications. Torque 
is measured by the deflection in 
the beam. 


Part No. Description 
3442 3/8" 
4442 31/2" 


RATCHET HEAD MICROMETER 


TORQUE WRENCHES 
English and Metric Markings 


Part No. Description 
3447 3/8" 
3448 3/8" 
4447 V2” 
4448 1/2" 


DIGITAL TORQUE WRENCH 
Part No. 
6448 


Description 
3/4" 


1/4” DRIVE TORX SOCKETS 


Part No. Description 
9250 E-6 

1/4” Dr. x 1” long 
9251 E-7 

1/4” Dr. x 1” long 
9252 E-8 


1/4” Dr. x 1” long 
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DIMENSIONS 
PART DRIVE TORQUE GRADU- 
NO. SIZE UNITS CAPACITY ATIONS LENGTH 
3442 3/8” Inch Pounds 0-600 25 15.7" 
Kilograms 0-700 c/kg 50C/kg 
4442 1/2” Foot Pounds 0-150 25 18.3” 
Kilograms 0-21 m/kg 1 m/kg 


DIMENSIONS 
PART DRIVE TORQUE GRADU- 
NO. SIZE UNITS CAPACITY ATIONS LENGTH 

3447 3/8” Inch Pounds 25-250 1 

Newton Meters 3.61-29.03 a ie 13.4" 
3448 3/8” Foot Pounds 10-100 6 

Newton Meters 16.9-138.9 af 18.0” 
4447 1/2” Foot Pounds 20-150 1 

Newton Meters 33.9-210.1 1.4 20.8” 
4448 1/2” Foot Pounds 25-250 al 

Newton Meters 43.4-348.4 1.4 20.8” 


DIMENSIONS 
PART DRIVE TORQUE GRADU- 
NO. SIZE UNITS CAPACITY ATIONS LENGTH 
6448 3/4” Foot Pounds 100-600 5 
Newton Meters 140-800 10 40.0” 
DIMENSIONS 
PART DR. SQ. HEAD 
NO. SIZE SHAPE SIZE L Ds Dd 
9250 1/4 | E-6 1-1/16 5/16 1/2 
9251 1/4 | E-7 1-1/16 3/8 1/2 
9252 1/4 | E-8 1-1/16 13/32 1/2 


SHAPE | 


Service Tools 


1/4” DRIVE TORX BITS DIMENSIONS 
PART HEX BIT 
Part No. Description NO. SIZE SIZE L 
9271 T-8 1/4” hex 9271 1/4 T-8 1 
x 1” long 9272 1/4 T-10 1 
9272 T-10 1/4” 9273 1/4 T-15 1 
hex x 1” long 9274 1/4 T-20 1 
9273 T-15 1/4” 9275 1/4 T-25 1 
hex x 1” long 9276 1/4 T-27 1 
9274 T-20 1/4” 9277 1/4 T-30 1 
hex x 1” long 
9275 T-25 1/4” ey “p 
hex x 1” long SIZE 
9276 T-27 1/4” 
hex x 1” long 
9277 T-30 1/4” 
hex x 1” long 
1/4” DRIVE BIT HOLDERS DIMENSIONS 
PART DR. SQ. 
Part No. Description NO. SIZE L Ds Dd 
9280 1/4” hex x 1/4” 9280 1/4 1 1/2 1/2 
Dr. Bit Holder 
Os" & "Dd 
©) 
Lele we 
SIZE 
3/8” DRIVE TORX SOCKETS 
A 
Part No. Description PART NOM. HEAD 
9255 E-10 3/8” Dr. x NO. SIZE SHAPE _ SIZE L Ds Dd 
1-1/4” long 9255 3/8 | E-10 1-1/4 1/2 11/16 
9256 E-12 3/8” Dr. x 9256 3/8 | E-12 1-1/4 5/8 11/16 
1-1/4” long 9257 3/8 H E-14 1-1/4 11/16 — 
9257 E-14 3/8” Dr. x 9258 3/8 I E-16 1-1/4 3/4 —_— 
1-1/4” long 
9258 E-16 3/8” Dr. x 
1-1/4” long 


SOCKET DIMENSIONS 


SHAPE | SHAPE II 
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SERVICE 
TOOLS 


Service Tools 


3/8” DRIVE TORX BITS 


DIMENSIONS 
Part No. Description PART HEX BIT 
9281 6mm Ribe 5/16” NO. SIZE SHAPE SIZE ij 
nee ye oe 9281 5/16 =| sT-30—‘1-1/8 
ee Se 9282 5/16 il T-40 1-1/8 
1-1/8" long 9283 5/16 Il 7-45 1-4/8 
oo Oe is Nee 9284 5/16 Il T-47 1-1/8 
ae é 9285 5/16 il 1-50 1-1/8 
9284 7-45 5/16" hex x 9286 5/16 Il 7-55 «1-1/8 
1-1/8” long ES 
9285 T-47 5/16” hex x 
1-1/8” long = 
9286 T-50 5/16” hex x 
1-1/8” long 
SOCKET DIMENSIONS 
HEX “L" HEX Ls 
rs : = 
SHAPE | SHAPE II 
3/8” DRIVE BIT HOLDERS DIMENSIONS 
PART DR. SQ. HEX 
Part No. Description NO. SIZE SIZE L Ds Dd 
9290 5/16” Hex x 3/8” 9290 3/8 5/16 1-1/4 9/16 11/16 


sq. Dr. Bit Holder 


1/2” DRIVE TORX BITS DIMENSIONS 
PART HEX BIT 
Part No. Description NO. SIZE SIZE L 
9287 T-55 7/16” hex x 1- | | 9287 7/16 T-55 1-1/8 
1/8” long J 

5 

‘i 

s HEX il 

iz 

Qo 

a 

s 


0 Ete 
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Service Tools 


1/2” DRIVE BIT HOLDER 


DIMENSIONS 
Part No. Description PART DR.SQ. HEX 
9291 7/16” Hex x 1/2” NO. SIZE SIZE L Dd Ds 
Dr. Bit Holder 9291 172 WANG 1-1/2" 7s 11/16 


SIZE 


NEEDLE NOSE/ 
CHAIN NOSE PLIERS 


For those hard to reach places. Cutting 
edge gives this plier added versatility. 


Part No. Description —— 


9317 7” Chain Nose w/Cutter i 
9320 6” Needle Nose w/Cutter 


LINEMAN’S PLIER WITH CUTTER 


SERVICE 
TOOLS 


A heavy duty plier designed for hard 
use. Handles and jaws are increased in 
strength. 


Part No. Description 
9321 i 
9322 8” 


SLIP JOINT PLIER 


A slip joint plier designed as an all | 
purpose tool. = 

Part No. Description 

9325 6” Satin 

9326 6” Polished 

9328 8” Polished 
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Service Tools 


ARC GROOVE JOINT PLIER 


Ideal for general utility service 


Part No. Description 

9329 5", Water Pump Plier 

9330 10”, Arc Groove Joint 
Plier 

9331 12”, Arc Groove Joint 
Plier 


GGG-P-471C Type II Class 1 Style A 


DIAGONAL CUTTING PLIER 


Works easily in confined areas. Useful 
for most cutting requirements. 


Part No. Description 

9334 5” (Diagonal Cutter) 
9336 6” (Diagonal Pliers) 
9337 7” (Diagonal Cutter) 


GGG-N-350 Type | Class 1 


METAL SNIPS 


Aviation type snips are designed for 
easy cutting of metal. Cushion handles 
with handle guard. 


Part No. Description 
9340 10” 


LEVER JAW WRENCH 


More than 1000 Ibs of pressure can be 
exerted with this fully adjustable 
versatile tool. A finger tip quick release 
is an added feature. 


Part No. Description 
9333 A 
9420 10” 
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Service Tools 


C-CLAMP 

Part No. Capacity Throat Depth 
90402 0-2” a 

90403 0-3” 2-1/2" 
90404 0-4” 2-1/4” 
90406 0-6” 3-5/8” 
90408 0-8” 4-1/2” 
90410 0-10” 5-3/8” 
90412 0-12” 5-3/4” 


ROUND SHANK SCREWDRIVERS 


Part No. Blade Description 
9458 3/8” Stubby 
9459 3/8” 3” 

9460 3/8” 4” 

9462 5/8” 6” 

9464 5/8” 8” 


CABINET TIP SCREWDRIVERS 


Part No. Blade Description 
9465 1/8” a" 

9466 3/16” 3 

9467 3/16” 4” 

9468 3/16” 6” 

9469 3/16” 8” 
GGG-S-121E 


SERVICE 
TOOLS 


PHILLIPS SCREWDRIVERS 


Part No. Description 
9470 #2 - Stubby 
9471 #1 - 3" 
9472 #2-4" 
9473 #3 - 6” 
9474 #4 — 8” 


SQUARE SHANK SCREWDRIVERS 


Part No. Description 
9480 4” 
9482 6” 
9483 8” 
9484 10” 
9485 112° 


GGG-S-121E 131 


Service Tools 


HEX KEY SET 


Used on many types of equipment. Ends 
are accurately machined to insure a 


perfect fit. 
Part No. Description 
9498 15 pc. set consists of sizes: 


.028, .035, .050, 1/16, 5/64, 
3/32, 7/64, 1/8, 9/64, 5/32, 
3/16, 7/32, 1/4, 5/16, 3/8” 


9499 Hex Key 9 Pc. METRIC, 1.5, 
2, 2.5, 3, 4, 5, 6, 8, 10mm 


BALL PEIN HAMMERS 


Part No. Description 

9508 12 oz. Ball Pein 
9509 8 oz. Ball Pein 
9510 16 oz. Ball Pein 
9511 24 oz. Ball Pein 
9513 32 oz. Ball Pein 
GGG-H-86C 


SOFT FACE HAMMER 


Part No. Description 
9512 12 oz. Soft Face 


PUNCH & CHISEL SET 


This set contains six of the most 
commonly used punches and chisels. 


Set No. Description 
9560 3 Chisels 3/8”, 5/8”, 7/8” 
1 Pin Punch 


1 Center Punch 
1 Starter Punch 
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Service Tools 


CHISELS 

Part No. Description 
9541 5/16” Blade 
9542 3/8” Blade 
9543 1/2” Blade 
9544 5/8” Blade 
9546 7/8” Blade 


GGG-C-00313C 


CENTER PUNCH 


Part No. Description 
9550 1/4” Punch 
PIN PUNCH 

Part No. Description 
9554 3/16” Punch 


STARTER PUNCH 


Part No. Description 
9556 3/16” Punch 


Service Tools 


WRIGHT STUD REMOVER 


Original Wright design fits flush, pulls 1/4” 
to 3/4” studs broken off close to the 
surface. Operates with any 1/2” square 
drive handle. Eccentric built into shaft 
instead of wheel. Knurls, which grip stud, 
can be used in four positions simply by 
relocating wheel on shaft. . . lasts three 
times longer. Shipping weight — 1 Ib. 


Part No. Description 
9020 Stud Remover 


BATTERY TERMINAL TOOLS 


Part No. Description 

9490 Terminal Puller 

9495 Brush 

SCRAPER 

Part No. Description 

9491 Taper ground, stiff blade 


SCRATCH BRUSH 


Part No. Description 

9493 14” Long, Brush Length - 6” 

STEEL TAPE 

Part No. Description 

9505 12’ easy roll tape in sturdy 
case 
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Service Tools 


HACKSAW & BLADES 


An adjustable hacksaw. Converts to either 
10 or 12 inches. Molybdenum blades are 
for cutting high carbon and tough alloy 
steel. Specially heat treated to insure long 
use. Cutting edges designed to stay sharp. 


Part No. Description 

9520 Adjustable Hacksaw 

9521 Steel Carbon Blades 

9522 Molybdenum Blades (Hi- 
Speed) 


UTILITY KNIFE 


Has a retractable blade which holds in 
four positions. Handle stores additional 
blades. 


Part No. 
9526 


FILTER WRENCH 


A self adjusting strap type wrench for 
fluted or round filters. Made of sturdy 
material and chrome plated. 


Part No. 
9528 


FEELER GAUGES 


Blade sizes in both inch and metric 
dimensions. Made from the finest steel, 
and guaranteed for accuracy. 


Part No. Description 

9530 25 sizes .0015 to .035” and 
25 sizes .04 to .089mm 

9531 Wire Gap Gauge 
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Service Tools 


MAGNETIC PICKUP 


Multi angle telescoping magnetic pickup 
tool. Gets into hard to reach places. 


Part No. Description 

9535 17” Closed Length 
PRY BAR 

Part No. Description 

9565 16° 


ROLLING HEAD BAR 


Part No. Description 
9566 1/2” % 16" 


SCREW EXTRACTORS 


Set designed for easy removal of broken 
studs. Will back out all of those stubborn ee ———————_) 
bolts. Set of 5 sizes. 


Description 
Part No. Size Use Drill 
9572 1 5/64” 
2 7/64” 
3 5/32” 
4 1/4” 
5 19/64” 
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Tool Chests and Cabinets 


20” HEAVY-DUTY MECHANIC’S 
BOX WITH TRAY 


WT17 
19-1/16”W x 7”D x 7-1/8"H — 9-1/2 Ibs. 


20” TWO-DRAWER PORTABLE 
CHEST WITH TRAY 


WT22 
20”L x 8-1/2"D x 9-1/2"H — 19 Ibs. 


TOOL 
BOXES 
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Tool Chests and Cabinets 


19” FLAT ROOF TOOL BOX 
WITH TRAY 


WT52 
19-1/16”W x 7”D x 7-1/8"H — 9-1/2 Ibs. 


THREE DRAWER ROLLER 
CABINET 

WITH STORAGE AREA 

WT300 

26-3/4"W x 17-1/8”D x 33-3/8"H — 94 Ibs. 
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Tool Chests and Cabinets 


IX DRAWER CHEST 
ITH TRAY 


WT600 
26-1/8"W x 13”D x 16”H — 62 Ibs. 


TEN DRAWER 
ROLLER CABINET 


WT1200 
26-3/4""W x 17-1/8"D x 39-5/8"H — 152 Ibs. 


TOOL 
BOXES 
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Tool Chests and Cabinets 


SEVEN DRAWER HEAVY DUTY 
ROLLER CABINET 


WT900 
26-3/4"W x 17-1/8"D x 39-5/8”H — 120 Ibs. 


TWELVE DRAWER CHEST 


WT1210 
26-1/8"W x 13D x 20-1/4”H — 84 Ibs. 
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Tool Board Displays 


p921-COMBINATION WRENCH 
ERCHANDISER (16 PIECES) 


D921 Contents WF) WRIGHT TOOL 


1108 1124 
1110 1126 
1112 1128 
1114 1130 
1116 1132 
1118 1134 
1120 1136 
1122 1140 


D922-3/4” DRIVE SOCKET 
MERCHANDISER (28 PIECES) 


D922 Contents 


6128 6156 
6130 6158 
6132 6160 
6134 6164 
6136 6166 
6138 6168 
6140 6170 
#6142 6400 
“WwW 6144 6403 
6146 6408 
6148 6416 
6150 6435 
6152 6443 
6154 6475 
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D924 Contents 


2006 
2007 
2008 
2009 
2010 
2011 
2012 
2014 
2016 
2308 
2310 
2312 
2400 
2402 
2406 
2435 
2441 
2475 
2508 
2509 
2510 
2511 
2512 
2514 


2516 
3012 
3014 
3016 
3018 
3020 
3022 
3024 
3112 
3114 
3116 
3118 
3120 
3122 
3124 
3126 
3128 
3204 
3205 
3206 
3207 
3208 
3210 
3212 


D925 Contents 


11-09mm 
11-10mm 
11-11mm 
11-12mm 
11-13mm 
11-14mm 
11-15mm 
11-16mm 
11-17mm 
11-18mm 
11-19mm 
11-20mm 
30-06mm 
30-07mm 
30-08mm 
30-09mm 
30-10mm 
30-11mm 
30-12mm 
30-13mm 
30-14mm 
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3400 
3402 
3403 
3405 
3408 
3412 
3428 
3438 
3445 
3452 
3454 
3462 
3463 
3464 
3468 
3469 
3475 
3480 
3512 
3514 
3516 
3518 
3520 
3522 


30-15mm 
30-16mm 
30-17mm 
30-18mm 
30-19mm 
32-02mm 
32-02.5mm 
32-03mm 
32-04mm 
32-05mm 
32-06mm 
32-08mm 
32-10mm 
35-09mm 
35-10mm 
35-11mm 
35-12mm 
35-13mm 
35-14mm 
35-15mm 
35-16mm 


3424 
3590(2) 
3596(2) 
3612 
3614 
3616 
3618 
3620 
3622 
3624 
3626 
3628 
3712 
3714 
3716 
3718 
3720 
3722 
3724 
4453 


35-17mm 
35-18mm 
35-19mmM 
41-09mm 
41-10mm 
41-11mm 
41-12mm 
41-13mm 
41-14mm 
41-15mm 
41-16mm 
41-17mm 
41-18mm 
41-19mm 
41-20mm 
41-21mm 
41-22mm 
41-24mm 
41-27mm 
41-30mm 
41-32mm 


om The 
a 
tn 
ee me Be 


“O xe) ) ~) % yo hoe 


D926 Contents 


3800 3914 4902 

3810 3916 4905 

3812 3918 4912 

3814 3920 4914 

3816 3922 4916 

3818 4800 4918 

3820 4814 4920 

3822 4816 4922 

3852 4818 4924 

3854 4820 4926 

3856 4822 4928 

3858 4824 4930 

3860 4826 4932 

3862 4828 4934 

3864 4830 4990 

3899 4832 6900 

3910 4834 

3912 4900 

D927 Contents < (Wo) we WRIGHT TOOL | (4) 
4012 4132 4445 BS i el 
4014 4134 4453 Oo 
4016 4136 4475 : : 
4018 4138 4480 o 

4020 4140 4596 Y 

4022 4312 4616 i ; 

4024 4314 4618 ‘a 

4112 4316 4620 

4114 4318 4622 

4116 4320 4624 

4118 4322 4626 

4120 4324 4628 

4122 4400 4630 

4124 4402 4632 

4126 4405 4634 

4128 4410 4636 

4130 4438 
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Tool Board Displays 


D930-SPECIALTY TOOL 
MERCHANDISER (14 PIECES) 
(PLIERS, ADJUSTABLES) 


D930 Contents 


9320 9410 
9321 9411 
9326 9412 
9328 9420 
9330 9440 
9331 9450 
9337 743 


D931-SPECIALTY TOOL 
MERCHANDISER (13 PIECES) 
(HAMMERS, SAWS) 


D931 Contents 


4442 9512 
9340 9520 
9493 9521 
9495 9522 
9505 9528 
9510 9535 
9511 
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Tool Board Displays 


D932-SPECIALTY TOOL 
MERCHANDISER (22 PIECES) 
(SCREWDRIVERS, PUNCHES) 


D932 Contents 


9020 9526 
9460 9530 
9462 9542 
9464 9544 
9472 9546 
9473 9550 
9480 9554 
9482 9556 
9484 9560 
9491 9565 
9498 9572 


D937-BUDD WHEEL AND TIRE 
SERVICE MERCHANDISER _ 
(28 PIECES) (IMPACT SOCKETS, @ feb) wince r08 

ADAPTORS AND EXTENSIONS) : ~ 


D937 Contents 


4990 6948 
6848 6991 
6893 6993 
6901 8836 
6907 8848 
6924 8893 
6926 8900 
6928 8907 
6930 8916 
6932 8919 
6934 8934 
6936 8940 
6938 8991 


6940 8995 


Today’s Finest Tools 
Come From Wright 


Wright Tools are built on a 60-year heritage 
of strength, dependability, and innovation to 
ensure their lasting performance and service 
excellence. Consider these valuable 
features: 


Wright Ratchets 


Standard Series 400 


This amazing ratchet was pulled and ratcheted 1-1/3 
million times without measurable wear. After the 
test, it passed all specifications, including load car- 
rying capacity for a new ratchet. 


e Made of tough 4140 alloy steel, harder to forge, 
harder to machine, much more controllable to the 
correct hardening. All of this provides more durable 
and precise parts. 

e The shortest arc or handle swing and the smallest 
practical size head to give you the best of all condi- 
tions in tight places. 

¢ Cushion grip handles of nitrile are more comfortable 
to use and are safe in most solvents and greases. 

e Close tolerances provide little space for dirt, the 
worst enemy of ratchets. 

e An easily replaced center assembly doubles the life 
of the ratchet. Our ratchet lasts longer than others 
before renewal is necessary. 

e The ratcheting drag is just the right compromise, 
providing enough torque to prevent dirt from stop- 
ping the ratcheting action but not too much to make 
it necessary to hold the socket to make it ratchet. 
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Wright Sockets ¢ 


e Made of hot forged 4140 alloy steel for toughness 
and dependability. 

e Larger sizes are hot extruded for even greater 
strength. 

e Precise atmospheric controlled heat treating. 

¢ Drilled lock holes for positive holding. 

e Chamfered drive and fastener openings. 
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Wright Wrenches 


e Made of hot forged 4140 alloy steel and fully hard- . 
ened for extra strength and long wear. 

e Unique V-Notch open end fits four sides of nut to 
turn even rounded-corner hex nuts better. 

e Edges are rounded for pulling hard with comfort. 


Industrial and commercial products usually exceed 
government specifications. This does not meana 

cataloged product always conforms to the current 

government specification. We will be happy to quote 
or advise you on your specific requirements in these 
areas. We recommend you inquire prior to bidding to 
any specification. 


Wright Conversion Chart 


CONVERSION CHART SHOWING MILLIMETER SIZES, FRACTIONAL AND DECIMAL INCH SIZES 


Milli- Dec. Frac- Milli- Dec. Frac- Milli- Dec. Frac- Milli- Dec. Frac- Milli- Dec. Frac- 
Meter Equiv. tional | Meter Equiv. tional | Meter Equiv. tional | Meter Equiv. tional | Meter Equiv. _ tional 


0039 1.75 = .0689 ase 31 570 6.8  .2677 10.72 .4219 27/64” 

.0059 «+ 0700 ; 1575 6.9 .2716 11.0  .4330 

.0079 ; .0709 ws  =1590 ws .2720 11.11 .4375 7/16” 

.0098 E .0728 «as al6T0 7.0 .2756 : 4528 

.0118 -. 0730 : -1614 ss 2770 ‘ .4531 29/64" 

0135 : .0748 ; 1654 : .2795 . 4687 915/32" 

.0138 «  .0760 .1660 ws 42811 f 4724 

0145 : .0767 -1673 : 2812 9/32” is 4843 31/64" 

0156 1/64” j .0781 5/64” - 1693 : -2835 F 4921 

.0157 Gas ~ wee —- 1695 ; F .5000 1/2” 

.0160 : i : 1719 11/64” B i 5118 

.0177 : i we .1730 ic = ; 5156 33/64" 

0180 we a , 1732 : : f 5312 17/32” 

.0197 we dl awa at £70 ee’ F 5315 

.0200 ; } - 1771 7.5 : 5469 35/64” 

.0210 : : a 1800 7.54 .2968 19/64” . 5512 

.0217 me : -1811 ; -2992 : 5625 9/16” | 
0225 : : as 71820 ws 3020 - 5709 

0236 ; q ; -1850 : 3031 ; 5781 37/64" 
0240 ae : -1870 : -3051 A 5906 

.0250 a : : 1875 =—3/16”" ; -3071 : 5937 19/32” 
.0256 5 : : -1890 : .3110 F .6094 39/64" 
.0260 sas ws 1910 a 3125 : -6102 

0280 : 3/32" : -1929 . P H .6250 5/8” 
.0276 i .0945 ws 1935 - : k .6299 

.0292 «+ 0960 «ws 1960 5 - A 6406 41/64” 
0295 : .0964 : 1968 5 i : .6496 

.0310 --  .0980 w. «1990 i i 6562 21/32" 


0312 1/32” : .0984 p 2008 8.25 ! .6693 
.0995 + 2010 8.3 : 6719 43/64" 
-1015 : -2031 13/64” 8.33 : 6875 11/16" 
-1024 we .2040 84. : .6890 


1040 F -2047 gan F -7031 45/64” 
-1063 a. 2055 ; : A -7087 
-1065 f .2067 f : 5 7187 =23/32” 
-1082 E -2086 am : 1283 
1094 7/64” «+ .2090 é : 1344 47/64" 
-1100 - .2126 2 ; .7480 
-1102 ra 4 0) ; 3445 ; -7500 3/4" 
2165 : 3465 E 7656 49/64" 
-2187 v.38 480 F 1677 
2205 : 3504 H 7812 25/32" 
.2210 : -3543 : 1874 
-2244 w 3880 p 7969 51/64” 
-2263 5 -3583 y 8071 
: «  -2280 5 3594 23/64” i 8125 13/16” 
-1250 1/8” ; -2283 : : : .8268 
1260 F -2323 F d : .8281 53/64” 
1279 «2340 : ; : é 27/32" 
1285 : 2344 ie og : : 
1299 f E ; F | 55/64” 
1338 wie Gi B : i : 
-1360 P ; B ; : 7/8" 
1378 ants a we : ‘ 
-1405 ; : H . A : 57/64" 
1406 9/64” F ‘ f F : : 
1417 : : : 3 A i 29/32" 
.1440 ; -2500 1/4” : : e d 59/64” 
1457 f -2520 ws ; F 
-1470 ! -2559 : : ; ‘ 15/16” 
: -1476 wx 2570 ; i F 
0625 1/16” wee =—- 1495 A .2598 H : : 5 61/64” 
.0629 F -1496 a 2610 a, : j 
0635 aw.  .1520 5 .2638 sas : : 31/32” 
.0649 : -1535 F -2656 17/64” i : ‘ 
.0669 «  .1540 -2657 «4130 i 63/64" 
-0670 : 1562 5/32” ‘ -2660 ; 4134 & 1.000 ee 
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Wright Bolt Sizing Reference 


NOMINAL OPENING SIZES OF WRIGHT WRENCHES OR SOCKETS IN INCHES TO FIT ) 
STANDARD BOLT HEADS, NUTS AND SCREW HEADS | 


Locate thread diameter of bolt, nut or screw in extreme left or right column. Then move across to box which 
has proper identification of bolt, nut or screw at top of vertical column. The size in this particular box is the 
nominal opening size in inches of the WRIGHT TOOL wrenches and sockets that will fit. 


NUTS BOLTS AND SCREWS 


Regular 

Machine And Heavy 

Finished Regular Heavy Screw Finished Series 

Series Series Series Nuts Series Hex 
And Hex Hex And Hex And And Square’ Thread 
Thread Finished And And Stove Square Square Head Diameter 
Diameter Thick Square Square Bolt Head Head Lag Set of Bolt 
of Nut Nuts Nuts Nuts Nuts Bolts Bolts Screws Screws or Screw 


Use wrench or socket size shown below Use wrench or socket size shown below 


#081 5/32” #0 &1 
#283 3/16" #2&3 
#4 1/4" #4 
#5 &6 5/16" #5&6 
#8 11/32” #8 
#10 3/8" 5/16" 3/16" #10 
#12 7/16" 7/32" #12 
1/4" 7/16" —- 7/16" 1/2" 7/16" |¢3/8"-7/16" 3/8" 1/4" 1/4" 
5/16" 1/2" 9/16" 9/16" 9/16" 1/2" 1/2" 5/16" 5/16" 
3/8" 9/16" 5/8" 11/16" = 5/8” 9/16” 9/16" 3/8” 3/8" 
7/16" 11/16" 3/4” 3/4" 5/8" 5/8" 7/16" 7/16" 
1/2" 3/4" 13/16" 7/8" 3/4" 7/8" 3/4" 1/2" = 1/2" 
9/16" 7/8" 7/8" 15/16" 13/16" 9/16" 9/16" 
5/8" 15/16" 1° +i7i6" 15/16" 1-1/16" 15/16" 5/8” 5/8” 
a4" 1Aye* | t-te" 44" 178° 1-4/4" 1-446" Sa* G74" 
7/8" 1-5/16" 1-5/16" 1-7/16" 1-5/16" 1-7/16" 1-5/16" 7/8" = 7/8" 
{* tor 12" 4578" 1472" 1578" i172" 4° 1* 
1-1/8" 1-11/16" 1-11/16” 1-13/16" 1-11/16" 1-18/16" 1-11/16" 1-1/8" 1-1/8" 
1-1/4" 1-7/8" 1-7/8" 2° 1-7/8” 2” 4-778" 1-4/4" = 1-1/4" 
1-3/8" 2-1/16" 2-1/16" 2-3/16" 2-1/16" 2-3/16" 1-3/8" 1-3/8" 
1-1/2" 2-1/4" 2-1/4" 2-3/8" 2-1/4" 2-3/8" 11/2" 1-1/2" 
1-5/8” 2-7/16" 2-7/16" 2-9/16" 2-7/16"  2-9/16" 1-5/8" 
1-3/4" 2-5/8" 2-5/8" 2-3/4" 25/8" 2.9/4" 1-3/4" 
1-7/8" 2-13/16" 2-13/16” 2-15/16" 2-13/16" 2-15/16" 1-7/8" 
ge a* 3.4/8" 3-1/8" 2" 
2-1/4" 33/8" 31/2" 3-1/2” 2-1/4" 
is" 3-3/4" 3-7/8" 3-7/8" 2-1/2" 
4-1/8" 4-1/4" 4-1/4" 2-3/4" 

4-1/2" 4-5/8" 4-5/8" 3” 

5" 3-1/4" 

5-3/8" 9-1/2" 

5-3/4" 3-3/4" 

6-1/8" 4” 


tRegular Square Bolts Only. 
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Wright Tool Numerical Index 


Catalog Catalog Catalog Catalog 
Wright Page Wright Page Wright Page Wright Page Wright 
Tool # Number Tool # Number Tool # Number Tool # Number Tool # 


@ 
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Wright Tool Numerical Index 


Catalog Catalog Catalog Catalog Catalog 
Wright Page Wright Page Wright Page Wright Page Wright Page 
Tool # Number Tool # Number Tool # Number Tool # Number Tool # Number 


39-59mm 
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Wright Tool Numerical Index 


Tool # Number Tool # Number Tool # Number Tool # Number Tool # Number 


: 
) 
© Catalog Catalog Catalog Catalog Catalog 
Wright Page Wright Page Wright Page Wright Page Wright Page 
4 
) 
| 
. 
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Wright Tool Numerical Index 


Tool # Number Tool # Number Tool # Number Tool # Number Tool # Number 


9498 
9499 
9505 
9508 
9509 
9510 
9511 
9512 
9513 
9520 
9521 
9522 
9526 
9528 
9530 
9531 
9535 
9541 
9542 
9543 
9544 
9546 
9550 
9554 
9556 
9560 
9565 
9566 
9572 
A21 
A31 
A33 
A34 
A41 
Bolt Size 
Conv. Cht. 
D921 
D922 
D924 
D925 
D926 
D927 
D930 
D931 
D932 
D937 
WT17 
WT22 
WT52 
WT300 
WT600 
WT900 
WT1200 
WT1210 


Catalog Catalog Catalog Catalog Catalog 
Wright Page Wright Page Wright Page Wright Page Wright Page 
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Today’s Finest Tools 
Come From Wright 


Wright Tools are built on a 60-year heritage 
of strength, dependability, and innovation to 
ensure their lasting performance and service 
excellence. Consider these valuable 
features: 


Wright Ratchets 


Standard Series 400 


This amazing ratchet was pulled and ratcheted 1-1/3 
million times without measurable wear. After the 
test, it passed all specifications, including load car- 
rying capacity for a new ratchet. 


¢ Made of tough 4140 alloy steel, harder to forge, 
harder to machine, much more controllable to the 
correct hardening. All of this provides more durable 
and precise parts. 

e The shortest arc or handle swing and the smallest 
practical size head to give you the best of all condi- 
tions in tight places. 

¢ Cushion grip handles of nitrile are more comfortable 
to use and are safe in most solvents and greases. 

¢ Close tolerances provide little space for dirt, the 
worst enemy of ratchets. 

e An easily replaced center assembly doubles the life 
of the ratchet. Our ratchet lasts longer than others 
before renewal is necessary. 

e The ratcheting drag is just the right compromise, 
providing enough torque to prevent dirt from stop- 
ping the ratcheting action but not too much to make 
it necessary to hold the socket to make it ratchet. 
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Wright Sockets 


¢ Made of hot forged 4140 alloy steel for toughness 
and dependability. 

e Larger sizes are hot extruded for even greater 
strength. 

e Precise atmospheric controlled heat treating. 

e Drilled lock holes for positive holding. 

e Chamfered drive and fastener openings. 
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Wright Wrenches 


e Made of hot forged 4140 alloy steel and fully hard- 
ened for extra strength and long wear. 

e Unique V-Notch open end fits four sides of nut to 
turn even rounded-corner hex nuts better. 


e Edges are rounded for pulling hard with comfort. 


Industrial and commercial products usually exceed 
government specifications. This does not meana 
cataloged product always conforms to the current 
government specification. We will be happy to quote 
or advise you on your specific requirements in these 
areas. We recommend you inquire prior to bidding to 
any specification. 
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DISTRIBUTED BY: 
WRIGHT TOOL 


One Wright Place 
Barberton, OH 44203 


Call toll free (800) 321-2902 
Canada call collect (216) 848-0600 
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